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Introduction 


This volume cumulates the indexes that appeared in the monthly issues of Resources in Education 
from July through December 1994. This cumulation is intended to be a companion volume to the 
individual issues of Resources in Education, where the complete resumes of educational docu- 
ments and their availability appear. It will be most useful to those who have access to copies of the 
monthly journal. 


The five indexes are arranged as follows. 


Subject 

Author 

Institution 

Publication Type 

Clearinghouse Accession Number/ED Number Cross Reference Index 


Each entry shows the title of the document and the ED number assigned to the complete resume 
when it was originally announced in Resources in Education. The searcher can use the number to 
locate a particular resume by referring to the ED number ranges that are displayed on the spine and 
title page of each monthly issue. 











Subject Index 


This index lists titles of documents under the major subject terms that have been assigned to charac- 
terize their contents. The subjects, which conform to those presented in the Thesaurus of ERIC Descrip- 
tors and the /dentifier Authority List, are in word-by-word alphabetical order. 


As shown in the examples below, the accession number is displayed below and to the right of the 
document title. Additional information about the document can be found under that number in the 


resume section. 


The symbo: // appearing after an accession number identifies a document that is not available from 
the ERIC Document Reproduction Service and that is not in the ERIC Microfiche Collection. 
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National Assessment of Educational Progress 
Reading, Science, and Mathematics Trends. A 
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Abstracts 
Resources in Education (RIE). Volume 29, Num- 
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Department of Education, Washington, DC. 579 


ED 370 379 
A Case Study of Three States” 
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ED 366 831 
What Does That Mean? An Introduction to 
American Idioms. 
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ED 370 232 
Evaluation of Educational Personnel Develop- 
ment Projects in Indian Education. Final Report. 

ED 368 522 
How Chapter 2 oo at the Federal, State, 
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ing Lead-Safe: A Proposal To Focus National At- 
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ED 369 870 
School Help: 105 Resources for Chicago School 
Improvement. 
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ED 371 508 
Selected lowa Demographic Data for Students 
with Behavioral Disorders and Perceived Critical 
Issues in Meeting the Educational Needs of These 


ED 371 509 


Kaupapa Kaimahi, 
gahunga = Corporate Plan, Eaty Childhood De- 
velopment Unit, 1 July 1993 to 30 June 1994. 
ED 368 461 
Parent Support: A Selective Annotated Bibliogra- 
phy. 
ED 367 439 


East Carolina Univ., Greenville, N.C. 
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Changing the Odds: Middle School Reform in 
Progress 1991-1993. 
ED 368 803 


Empowered Teachers, Empowered Learners: Re- 
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NJ. 
Basic Blueprint Reading. 
ED 368 984 
Business Writing. 
ED 368 981 
Communicating on the Job. 
ED 368 969 
A Comparison of Full-Time Faculty Members 
and Administrators with Respect to Their Per- 
ceived Impacts of Selected Societal Factors on 
Mercer County Community College. 
ED 367 398 
Development of a Plan To Make the Office of 
Institutional Research a Human Resources Devel- 
opment Utility at Mercer County Community 
College. 
ED 367 419 
Documentation. 
ED 368 982 
English as a Second Language. Level 1. 
ED 368 970 
English as a Second Language. Level 2. 
ED 368 971 
Getting the Point: Reading in the Workplace. 
ED 368 977 
Making the Point: Writing in the Workplace. 
ED 368 983 
Math Lab. 
ED 368 985 
Math on the Job. 
ED 368 986 
Mercer County Community College Workplace 
Skills Project. Final Evaluation (September 1, 
1992-February 28, 1994). 


Pre-blueprint Math. 


ED 368 968 


ED 368 987 
Presentation Skills. 

ED 368 972 
Problem Solving. 

ED 368 973 
Reading and Writing Effectively. 

ED 368 979 
Reading and Writing II. 

ED 368 980 
Reading Lab. 

ED 368 978 
Skills for Tomorrow. Workplace Skills Project. 
DACUM Charts. 

ED 368 988 
Stress Management. 

ED 368 974 
Telecommunications in the Workplace. 


ED 368 975 
Time Management. 
ED 368 976 


Meridian Community Coll., MS. 
The Meridian Partnership: A Model Workplace 
Literacy Project and Development Unit. Internal 
Evaluation Report, Final Keport. 


Institution Index 


ED 369 429 


Mesa Public Schools, Ariz. 
String Things. 
ED 372 993 


Metropolitan Educational Cooperative 
Service Unit of the Twin Cities Area, St. 


Paul, MN. 
A Practical Guide to Effective Site-Based Man- 
agement. 
ED 369 140// 


Miami-Dade Community Coll., Fla. Office 
of Institutional Research. 
A Review of the Ford Foundation Study Titled: 
“State Higher Education Systems and College 
Completion.” Research Report No. 93-06R. 

ED 367 383 


Miami-Dade Community Coll., FL. Medi- 
cal Center Campus. 
The Evaluation of the Strategic Planning Process 
at the Medical Center Campus of Miami-Dade 
Community College. 
ED 367 717 


, 
Early Awareness Strategies and Their Measure- 
ment: Use of Hierarchical Loglinear Analysis To 
Assess the Effects of Michigan’s Project Aware- 
ness on Middle School Students. 
ED 370 518 


Michigan State Board of Education, Lan- 
A pa s irspen cats for Children with Spe- 


cial N 

ED 367 088 
A Study To Determine the Attitudes of Advisors 
Regarding the Future Direction of the Michigan 
Association of FHA/HERO. Final Report. 

ED 368 939 


Michigan State Dept. of Civil Rights, Lan- 


Quality of Life for Hispanics in Michigan. A 
Report of Hearin; oy - Conducted by the Michigan 
Commission on Spanish Speaking Affairs, July 
10-August 7, 1990. 

ED 367 731 


Michigan State Dept. of Education, Lan- 


sing. 
History of MODAC. Michigan Occupational 
Deans Administrative Council. 26 Years: January 
25, 1967 to December 31, 1993. 
ED 371 122 


Michigan State Dept. of Education, Lan- 
Adult Extended Services. 
odel for Implementing Technology in the ABE 
Curriculum. 353 Special Demonstration Project. 
Final Report. 
ED 367 864 


Redefining the Purpose of Education: Providing 
Students with a Seamless Transition from 
School-to-Work. Recommendations from the 
Speaker's Blue Ribbon Commission on Ca- 
reer/Technical Education. 

ED 371 207 


Michigan State Univ., East Lansing. Ca- 


reer Development and Placement Services. 

Faculty in a Time of Change: Job Satisfaction and 
Career Mobility. 

ED 367 258 
Recruiting Trends 1992-93: A Study of Busi- 
nesses, Industries, and Governmental Agencies 
Employing New College Graduates. 22nd Anni- 
versary Edition. 

ED 367 223 


Michigan State Univ., East Lansing. Colle- 
Research 


Employment 
Employment —— of Michigan College Gradu- 
Destina' 


ates: Report of tions, Average Starting 
Salaries, and Unemployment, 1990-91 (All De- 
gree Levels, Minority and Teacher 
Graduates). 

ED 367 224 
Faculty in a Time of Change: Job Satisfaction and 
Career Mobility. 

ED 367 258 





Institution Index 


It’s a Hard, Hard, Hard, Hard World! 
ED 368 997 


Michigan State Univ., East Lansing. Inst. 
for Research on T: 
The Practicality of Contemplative Attention: De- 
voted Thought That Is Not Deluded. Occasional 
Paper No. 141. 
ED 371 963 


Michigan Univ., Ann Arbor. 
Women in Mathematics and Physics: Inhibitors 
and Enhancers. 
ED 372 906 


Michigan Univ., Ann Arbor. Center for the 


Study of Higher Education. 
Total Quality Management in Higher Education: 
From Assessment to Improvement. An Anno- 
tated Bibliography, Second Edition. 
ED 367 257 


par —chernamdawe Ts get oN eg 


search Development and Administration. 

The EPIC Architecture for Modeling Human In- 
formation-Processing and Performance: A Brief 
Introduction. 

ED 373 103 
EPIC Computational Models of Psychological 
Refractory-Period Effects in Human Multiple- 
Task Performance. 

ED 373 102 


Michigan Univ., Ann Arbor. Inst. for So- 


Research. 

Survey of TIAA-CREF Annuitant Households 
-Accumulated Net Worth and Current Savings 
Patterns. 

ED 370 460 
Taking the Measure of Channel One: A Three 
Year Perspective. 

ED 371 712 


Michigan Univ., Ann Arbor. School of 
Natural 


Resources. 

Approaching Environmental! Issues in the Class- 
room. Workshop Resource Manual. 

ED 371 948 
Defining Environmental Education. Workshop 
Resource Manual. 

ED 371 945 
Designing Effective Workshops. Workshop Re- 
source Manual. 

ED 371 946 


Integrating Environmental Education into the 
School Curriculum. Workshop Resource Manual. 
ED 371 947 
Using Community Resources. Workshop Re- 
source Manual. 
ED 371 949 


Mid-America Vocational Curriculum Con- 
Stillwater, Okla. 
Basic Wiring. Second Edition. 
ED 371 157 
Commercial and Industrial Wiring. Second Edi- 
tion. 
ED 371 158 
Introduction to International Trade. 
ED 371 156 
Introduction to Surgical Technology. Teacher 


ED 369 998 
Mechanical Drafting with CAD. Teacher Edition. 

ED 370 000 
Residential Wiring. Second Edition. 

ED 371 159 
Surgical Techniques. Second Edition. Teacher 
Edition. 

ED 369 999 

Mid-Continent Regional Educational Lab., 


Aurora, CO. 
A+chieving Excellence. A Parent's Guide to 
Decision 


Site-Based Noteworthy = 
A+ Icanzar la Excelencia. Un manual para padres 
sobre como hacer decisiones. Notable. 

ED 370 157 
National Educational Goals: Can They Lead 
Schools to Real Reform? Noteworthy Series. 

ED 369 139 
Nurturing Adult- Youth Relationships in the Fam- 
ily and School. 

ED 367 510 


The Systematic Identification and Articulation of 


Minnesota Center for Arts Education, 601 


Content Standards and Benchmarks. Update. 
ED 368 769 


Mid-Continent Regional Educational Lab, 
Denver, CO. Center for Educational Eq- 


uity. 
Teaching the Teacher Within. Long Term Success 
for Bilingual & Monolingual Students. 
ED 370 370 


Guidelines for Schoo! # Redorien and Reform. 
ED 371 994 


Middle Grades Reading Network, Evans- 


ville, IN. 

The Best of the Network 1993. 

ED 371 302 
The Middle Grades Reading Network: Building a 
Community of Readers. 

ED 371 301 
Stakeholder Group Formed To Support Reading 
for Middle Grades a [and] Putting To- 
gether the Pieces of the Puzzle. 

ED 371 314 
Suggestions To Help Engage Young Adolescents 
with Books. 


ED 371 303 
Middlesex Univ., London (England). 
Work Based Learning and Higher Education in 
the USA. 
ED 369 316 
Mid-South Educational Research Associa- 
tion, MS. 
Gender Issues and the Math/Science Curricula: 
Effects on Females. 
ED 372 943 


Midwest Philosophy of Education Society, 


Carbondale, IL. 
Additional Dialogue. A Supplement to the Pro- 
ceedings of the Annual Conference of the Mid- 
west Philosophy of Education Society: 1989 and 
1990. 
ED 371 973 
Midwest Race Desegregation Assistance 
Center. 


\ Kans. 
Replication/Implementation Model Field Test: 
Project SHAL. 

ED 370 247 
Migrant Resource Centre, Townsville 
(Australia). 
Intercultural Communications Skills Conference 
Proceedings (Townsville, Queensland, Australia, 
July 1-3, 1990). 
ED 367 867 


Milken Inst. for Job and Capital Forma- 
Gum, Sante DEeaten, CA. 
The Demographics of American Families. 

ED 367 726 
Ministerial Council on Education, Employ- 
aaa aimee sey 

South (Australia). 
Adult Community Education. National Policy. 

ED 368 861 


Ministry of Agriculture, Windhoek 
cultural Extension Sta Namibia with Special 





Learning: An 
Pariclpetery wt Development. 
ED 366 723 

Ministry of Education and Culture, Jerusa- 
lem (Israel). 
Adult Education in Israel. 

ED 371 126 
Ministry of Education and Research, Co- 


penhagen (Denmark). 
Development of Education, 1990-1992: Den- 


tember 14-16, 1992). 

ED 373 000 
Early Childhood and Pre-School Education in 
Denmark. 


ED 369 525 


for Educational 
White Book of the Romanian Child. 
ED 370 858 
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"ES sins Features of Danish Education. 
ED 372 018 
The Development of the Danish Folkeskole 
towards a School for All. Integration of Handi- 
capped Pupils in the Mainstream School System. 
ED 369 245 
Further Education and Training in Denmark. 
ED 366 840 
Introduction to the Danish Vocational Education 
and Training System. 
ED 366 839 


Ministry of Education, Quebec (Canada). 
Ecole et Comportement: Session de formation ou 
de perfectionnement sur I'intervention au secon- 
daire (School and Behavior: Preservice or Inser- 
vice Training on Intervention at the Secondary 
Level). 

ED 368 087 
Ecole et Comportement: Un Guide d’intervention 
au secondaire (School and Behavior: An Interven- 
tion Guide for the Secondary Level). 

ED 368 086 


mma aa 


=. on Teacher Education: Student 
Progress through Colleges of Education and the 
First Ye Year in the Classroom. Final Report. 

ED 368 713 


Ministry of Higher Education, Computer 
Services and Scientific Research, Yaounde, 
(Cameroon). 
Education, Employment and Human Resource 
Development. Report of a Sub-regional Intensive 
io Course (Buea, Cameroon, April 2-13, 
ED 370 820 


Ministry of Labour, Copenhagen (Den- 
mark). 


Introduction to the Danish Vocational Education 
and Training System. 
ED 366 839 


Ministry of National Education, Warsaw 


Building a Foundation for Civic Education in Po- 
land's Schools. Final Report. 

ED 370 833 
£m © o Caneel ae A Primary School 
Civics Course for Poland 

ED 369 683 


Projekt Programu Nauczania Ksztalcenia Obywa- 


ED 370 863 


Ministry of National Education, Warsaw 


(Poland). Teacher Training 
Center for Civic and Economic 
saw). 


ucation (War- 
ED 369 685 


Ministry of Women’s Affairs, Wellington 
(New Zealand). 
Education and Care: A Review of International 
Studies of the Outcomes of Early Childhood Ex- 
periences. 

ED 368 466 
Human Resources Development Program Perfor- 
mance Summary Report, 1992-1993. 

ED 368 445 


Minneapolis Public Library, MN. 
The Book Scene...Especially for Teens. 
ED 372 773 


Minnesota Center for Arts Education, Gol- 
den Valley. 

pee ma plinary Learning and the Arts: An An- 
notated Bibliography, July 1993. Second Edition. 

ED 369 707 

Perspectives on Interdisciplinary Education. A 
Focus Group Study Conducted at the Minnesota 
Center for Arts Education. 
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ED 369 706 
Minnesota Higher Education Coordinating 


Board, St. Paul. 
Transfer from Sub-Baccalaureate to Baccalaure- 
ate Institutions in Minnesota Post-Secondary Ed- 
ucation, Fall 1984-Fall 1988. 
ED 371 787 


Minnesota House of Representatives, St. 
Paul. Research Dept. 
The Postsecondary Enrollment Options Program: 
A Research Report. 

ED 369 312 


Minnesota Mathematical Association of 
Two Year 
Positions: MinnMATYC Position Statements. 


ED 368 405 
Minnesota Private Coll. Research Founda- 
tion, St. Paul. 
Divided We Fall: The Declining Chance for Col- 
lege among Minnesota Youth from Low-Income 
Families and Communities of Color. 
ED 369 321 
Ways and Means: How Minnesota Families Pay 


ED 369 327 


Programs in 

Timely Manner. Report Submitted to the Higher 
Education Conducting Board. 

ED 372 798 
Educational Outcomes for Students at Minneso- 
ta’s Community Colleges: Student Outcomes 
Study. 

ED 372 800 
Planning in the Minnesota Community College 
System, 1992-1995. A Report to the Legislature. 

ED 372 799 


Minnesota State Council on Vocational 
Technical Education, St. Paul. 
Biennial Report of the State Council on Voca- 
tional Technical Education, 1990-1991 and 
1992-1993. 
ED 372 201 
The Condition of Correctional Education in Min- 
nesota: Toward a Vision for Learning. 
ED 372 204 
Fifty Indices of Effectiveness R the Pro- 
gram Advisory we- in Minnesota's Tech- 
nical Colleges: Working Paper. Effective 
Advisory er S Project. 
ED 372 205 


Focus on Process Improvement: An Evaluation of 
the Use of the RFP Process in the Distribution of 
Federal Workforce Education Funds in Minne- 
sota. Perkins-JTPA Evaluation. 
ED 372 203 
Making the First Chance a Real Chance: Bridging 
Education and Work for All Minnesota Youth 
and Adults. Report to the 1993 Legislature. 
ED 372 206 
Perkins-JTPA Evaluation: Analysis of Adequacy, 
Effectiveness, and Coordination for the Two 
Years Ending June 30, 1992. 
ED 372 202 
Technology Competence: Learner Goals for All 
Minnesotans. 
ED 372 207 
Minnesota State Dept. of Education, St. 
Paul. 


Minnesota Adult Basic Education. Annual Per- 
formance/Narrative Report. Fiscal Year 1992- 


ED 367 841 


ters. Minnesota Student Survey, 1991. 
ED 367 097 


Minnesota State Dept. of Human Ser- 


vices, St. Paul. 
The Children’s Mental Health Integrated Fund: A 


ED 369 222 
An Integrated Children’s Mental a 
Coordinating the Needs of Children with Multi- 
ple Problems: Children’s Integrated Fund Task 
Force Report to the Minnesota Legislature.. 


ED 369 223 


Minnesota State Dept. of Jobs and Train- 
ing, St. Paul. Div. of Rehabilitation Ser- 


vices. 
Supported Employment: A Step-by-Step Guide. 
ED 370 315 


Play in the Work Environment? Findings from the 
Minnesota Work Environment Pilot Survey. 
ED 372 795 


Minnesota Univ., Minneapolis. Coll. of 
Education. 
A Comparison of Families of Students with and 
without Disabilities Who Use Open Enrollment 
Options To Transfer Schools. Research Report 
No. 8. Enrollment Options for Students with Dis- 
abilities. 
ED 367 105 
A Comparison of Participants in Interdistrict 


Report No. 10. Enrollment Options for Students 
with Disabilities. 

ED 367 107 

at School Choice: Parents’ Comments on 

Open Enrollment and Their Children with Dis- 
abilities. Research Report No. 6. Enrollment Op- 
tions for Students with Disabilities. 

ED 367 103 
Open Enrollment and Students with Disabilities: 
Where Are We and Where Are We Going? Re- 
search Report No. 9. Enrollment Options for Stu- 
dents with Disabilities. 

ED 367 106 
Parents of Students with Disabilities and Open 
Enrollment: Characteristics and Reasons for 
Transfer. Research Report No. 5. Enrollment Op- 
tions for Students with Disabilities. 

ED 367 069 
Participation of Rural Students with Disabilities 


Enrollment Options for Students with Disabili- 
ties. 

ED 367 109 
The Participation of Students Who Are Identified 
as Gifted and Talented in Minnesota's Open En- 
rollment Option. Research Report No. 11. Enroll- 
ment Options for Students with Disabilities. 

ED 367 108 
School Choice in the Fifty States. Re- 
search Report No. 7. Enrollment Options for Stu- 
dents with Disabilities. 

ED 367 104 


Minnesota Univ., Minneapolis. Inst. on 


Achieving Membership in Home Schools for Stu- 
dents with Severe Disabilities. Final Report. 

ED 368 118 
Assistance with Integrity: The Search for Ac- 
countability and the Lives of People with Devel- 
opmental Disabilities. 

ED 369 219 
Self-Advocacy. Feature Issue. 

ED 371 515 
Self-Determination. Feature Issue. 

ED 368 109 


Minnesota Univ., Minneapolis. National 
Center for Youth with Disabilities. 
Developing Social Skills: Issues for Adolescents 
with Chronic Illnesses and Disabilities. CYD- 
LINE Reviews. 
ED 368 093 
Education Facts. 
ED 371 493 
Legal Issues for Adolescents with Chronic Ill- 
nesses and Disabilities and Their Families. CY D- 
LINE Reviews. 
ED 368 094 
Self-Esteem: Issues for Adolescents with Chronic 
Illnesses and Disabilities. CYDLINE Reviews. 
ED 370 288 


Institution Index 


Annotated Bibliography. 1993 Edition. 
ED 368 117 


Minnesota Univ., Minneapolis. Office of 
International Education. 
Expecting the Worst (or the Best!). What Ex- 
change Programs Should Know about Student Ex- 
pectations. Occasional Papers in Intercultural 
Learning, Number 16. 


An Investigation of the Re-Entry Adjustment of 

Indians Studied in the U.S.A. Occasional 

Papers in Intercultural Learning, Number 17. 
ED 368 290 


ED 368 289 


Training 
Self-Advocacy. Feature Issue. 
ED 371 515 


Minnesota Univ., Minneapolis. Research 
and Training Center on Residential Ser- 
vices and Community Living. 
Are We Pushing Students in Special Education To 
Drop Out of School? 
ED 370 325 
Persons with Mental Retardation and Related 
Conditions in State Institutions: Trends and Pro- 
jections. Policy Research Brief. 
ED 372 512 


Minority Rights Group, London (En- 
gland) 


The Lumad and Moro of Mindanao. Minority 
Rights Group International Report 93/2. 
ED 369 694 


Research and Curriculum Unit 
for Vocational and Technical Education, 


State College. 
State of the Art Report on Statewide Student 
Competency Testing in Vocational and Technical 
Education, 1993-94. 
ED 366 834 


Mississippi State Legislature, Jackson. 
Performance Evaluation and Expenditure 
Review Committee. 
An Expenditure Review of the Mississippi Au- 
thority for Educational Television and Related 
Foundations. Report to the Mississippi Legisla- 
ture #300. 
ED 372 737 


Univ., University. 
A Plan to Implement a Pre-Military Development 
Program. 
ED 368 894 
Missouri Coordinating Board for Higher 


Jefferson City. 
Interdisciplinary Teaching: A Review of the Liter- 
ature. 


ED 373 056 
PATTERNS: A Study of the Effects of Integrated 
Curricula on Young it Problem-Solving 
Ability. 

ED 373 051 

Missouri Governor’s Office, Jefferson City. 

The Missouri Report: Achieving the National Ed- 
ucation Goals, 1993. 

ED 368 084 


A Primer to the Outstanding Schools Act. 
ED 369 165 
Missouri State Board of Education, Jeffer- 
son City. 
Report of the Public Schools of Missouri for the 
School Year Ending June 30, 1992, 143rd. 
ED 370 213 


Missouri State Council on Women’s Eco- 
nomic Development and Training, Jeffer- 


son City. 
Job Training Partnership Act PY ‘91 Title II-A 
Review. 


Program 
ED 369 884 
Missouri Women Today...in Education...in Em- 
ployment. 1991 Status Report. 
ED 369 684 
Missouri State Dept. of Education, Jeffer- 
son . Div. of Adult Education. 
Basic Skills in the Workplace: Practical Guide for 
Development & Implementation. 





Institution Index 


ED 368 911 


Missouri State Dept. of Elementary and 
Celebrate Missouri Day in Your Classroom. 
ED 367 558 
Missouri State Dept. of Elementary and 
Secondary Education, Jefferson City. Div. 
of Vocational and Adult Education. 
Criterion-Referenced Test (CRT) Items for Build- 
ing Trades. 
ED 367 819 
Farm Business Management Analysis. Unit I: Es- 
tablishing a Farm Accounting System. Revised. 
Volume 25, Number 3. 
ED 366 845 
t Analysis. Unit II: 
ness. Revised. Volume 


Farm Business M: 
Analyzing the Farm 
25, Number 4. 

ED 366 846 
Health Care Assistant. Instructor [Guide.] Re- 
vised. 


ED 367 821 
Integrating Vocational Competencies and Math 
Skills. Industrial Education. 

ED 367 820 
Methodology Used in the Project “All Aspects of 
the Industry” for Vocational Education Programs. 

ED 367 818 
Missouri Vocational Education Annual Perfor- 
mance Report, 1993. 

ED 366 844 
Occupational Preparation. Module |: Self-Assess- 
ment. Instructor Guide. Student Guide. 

ED 367 823 

Occupational Preparation. Module 2: Career Ex- 

ploration. Instructor Guide. Student Guide. 

ED 367 824 
Occupational Preparation. Module 3: Life Skills. 
Instructor Guide. Student Guide. 

ED 367 825 


Occupational Preparation Vocabulary Module. 
Instructor Manual. Student Manual. Revised. 
ED 367 817 
Skills for Health Care Assistants. Supplemental 
Units for Health Care and Nurse Assistants Pro- 
grams. Student Guide. Revised. 
ED 367 822 
Tech Prep Model for Marketing Education. 
ED 371 146 
Missouri State Div. of Job Development 
and Training, Jefferson City. 
Job Training Partnership Act PY "91 Title IIl-A 
Program Review. 
ED 369 884 


Missouri Univ., Columbia. Dept. of Agri- 
cultural Education. 
Pilot Study of Agricultural Literacy. Final Report. 
ED 369 890 


Missouri Univ., Columbia. Dept. of Practi- 
cal Arts and Vocational-Technical Educa- 


tion. 
National Stud the Supply of and Demand for 
Secondary Man 


eting Education Teachers in 
1993. 
ED 371 145 
Tech Prep Model for Marketing Education. 
ED 371 146 


Missouri Univ., Columbia. Instructional 
Materials Lab. 
Criterion-Referenced Test (CRT) Items for Build- 
ing Trades. 
ED 367 819 
Farm Business Management Analysis. Unit I: Es- 
tablishing a Farm Accounting System. Revised. 
Volume 25, Number 3. 
ED 366 845 
ment Analysis. Unit II: 
usiness. Revised. Volume 


Farm Business M: 
Analyzing the Farm 
25, Number 4. 
ED 366 846 
Health Care Assistant. Instructor [Guide.] Re- 


ED 367 821 
Integrating Vocational Competencies and Math 
Skills. Industrial Education. 

ED 367 820 
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ED 367 818 
Occupational Preparation. Module 1: Self-Assess- 
ment. Instructor Guide. Student Guide. 

ED 367 823 
Occupational Preparation. Module 2: Career Ex- 
ploration. Instructor Guide. Student Guide. 

ED 367 824 
Occupational Preparation. Module 3: Life Skills. 
Instructor Guide. Student Guide. 

ED 367 825 
Occupational Preparation V. Module. 
Instructor Manual. Student Manual. Revised. 

ED 367 817 
Skills for Health Care Assistants. Supplemental 
Units for Health Care and Nurse Assistants Pro- 
grams. Student Guide. Revised. 

ED 367 822 


Missouri Univ., Kansas City. Center on 
Rural Elderly. 
Directory of Education Programs for Caregivers 


of Elders. 

ED 370 728 
Directory of Health Education Programs for El- 
ders. 


ED 370 727 
Health Promotion for the Rural Black Elderly: A 
Program Planning and Implementation Guide. 

ED 370 729 
Leadership Enhancement for the Active Retired: 
A Community Leadership Training Manual. 

ED 370 726 


Institute. A Follow Up Study and Evaluation: 
1992 Alumni. 

ED 370 464 
Engelmann Mathematics & Science 
holar Research Program Annual Re- 


The Geor; 
Institute. 


port 1993. 

ED 370 465 
The George Engelmann Mathematics & Science 
Institute. 1993 Annual Report Science Scholar 
Program. 


ED 370 466 
Missouri Univ., St. Louis. Public Policy 


Research Centers. 
The Children of Metropolitan St. Louis: A Report 
to the Community from Project Respond. 
ED 372 861 


Missouri Univ., St. Louis. Urban Informa- 
tion Center. 
The Children of Metropolitan St. Louis: A Report 
to the Community from Project Respond. 
ED 372 861 


Missouri Women’s Council, Jefferson City. 
Missouri Women Today: 1993 Status Report. 
ED 372 006 


Mobil Femdetion, Inc., New York, NY. 
George Washington and the Temple of Democ- 
racy. Teaching Sith with Historic Places. 

ED 368 656 

The Inclusive University: A New Environment 
for Higher Education. 

ED 367 279// 

Mohawk Coll. of Applied Arts and Tech- 

nology, Hamilton (Ontario). 

Student Success Program. 
ED 367 396 

Montana State AFL-CIO, Helena. 

Effective Workplace Literacy and Edu- 
i tae tooo Lessons from Project ELI. A 
Partnership Effort Dedicated to Upgrading Mill- 
workers’ Skills for the Future. 


Montana State Library, Helena. 

Montana Family Reading Program 4 
Based on the Theme “Many Faces, Many Sto- 
ries.” 

ED 368 348 


Montene State Unis. Bozeman. 
‘ative American Parents as Teachers of Their 
Children Final Report [and] A Four-Part Work- 
shop. 

ED 372 296 


Montgomery County Public Schools, 


Rockville, Md. 
The Korean Americans. Multiethnic Reminder. 
ED 371 106 


Moore Foundation, Indianapolis, IN. 
Auschwitz: If You Cried, You Died. Teacher's 
Guide to the Video Program. 

ED 372 007 


Mott (C.S.) Foundation, Flint, Mich. 
Educational Initiatives at the Tertiary Level for 
Black South Africans: Constraints, Changes, and 
Challenges. South African Information Sachenes 
Working Paper Number 23. 
ED 372 992 


National Networking for State Community Edu- 
cation Capacity Building. 1992 Florida Needs As- 
sessment Survey Report. 

ED 369 900 


Open Learning Centres and Adult Literacy: A 
Guidebook for Adult Education Providers 
ED 372 182 
Mountain Plains Regional Resource Cen- 
ter, Des Moines, IA. 
Focus Group Project: lowa Behavioral Initiative. 
ED 371 508 
Selected lowa Demographic Data for Students 
with Behavioral Disorders and Perceived Critical 
Issues in Meeting the Educational Needs of These 
Students. Revised. 
ED 371 509 


Mount Hood Community Coll., Gresham, 


The Barriers to Moving Students Along the Edu- 
cational Continuum. 

ED 368 431 
National Tech Prep Demonstration Center An- 
nual Performance Report. 

ED 369 430 


MPR Associates, Berkeley, CA. 
Access to Early Childhood 
at Risk. National Household 
ED 370 715 


Descriptive of 1989-90 Beginning Post- 
Students: Two Years Later. Contractor 
Report. isti 


Analysis Report. 

ED 372 691 
Profiles of the National Industry Skills Standards 
Projects. 

ED 369 994 
Washington State Work Study: More Than a Fi- 
nancial Aid An Evaluation of the Im- 
pact of the ashington State Work Study 
Program on Students’ Career Selection and Em- 
ployability after Graduation. 

ED 368 244 


Multicultural Education, Training and Ad- 

vocacy (META), Inc., San Francisco, CA. 
Attention Immigrant Parents: Send Your Chil- 
dren to School = Atencion Padres | ites: 
Manden sus Ninos a la Esucela = Nhung Me 
Di Dan De Y: Dem Con Ban Toi Truong Hoc. 
ED 371 915 


State Univ., 


Ky. 
Interactive Television Teaching and Learning: An 
Institute for Teachers. 
ED 372 732 


National Academy of Education, Stanford, 


Calif. 
The Trial State Assessment: Prospects and Reali- 
ties. The Third Report of the National Academy 
of Education Panel on the Evaluation of the 
NAEP Trial State Assessment: 1992 Trial State 
Assessment. 


ED 367 699 
National Academy of Sciences - National 
Research Council, W: D.C. 
Measuring Lead Exposure in Infants, Children, 
and Other Sensitive Populations. 
ED 367 476 
National Academy of Sciences - National 
Research Council, Washington, DC. Com- 
mission on Behavioral and Social Sciences 
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and Education. 
Preparing for the Workplace. Charting a Course 
for Federal Postsecondary Training Policy. 
ED 367 839 
Quality in Student Financial Aid Programs. A 
New Approach. 
ED 368 274 


National Academy of Sciences - National 
Research Council, Washington, DC. Com- 
puter Sciences and Telecommunications 
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Institution Index 


cupational and Verbal Effectiveness (Project IM- 
PROVE). Final Evaluation Report, 1992-93. 
OREA Report. 

ED 370 374 
Learning English throu El 
ics (Provect LETAE), inal Evaluation Report, 
1992-93. OREA Report. 





ED 370 409 
Mentor Teacher Internship Program, 1992-93. 
OERA Report. 

ED 370 925 
Model Developmental! Program of Bilingual Edu- 
cation, Community School District 3, 1992-93. 
Final Evaluation Report. OREA Report. 

ED 370 410 
Project Familia. Final Evaluation Report, 
1992-93. OREA Report. 

ED 367 754 
Project Pride. Final Evaluation Report 1992-93. 
OREA Report. 

ED 371 075 
Project Return: Community Education Initiative 
and Babygram Hospital Outreach 1992-93. 
OREA Report. 

ED 367 752 
Project Unity: Short-Term Training Program. Fi- 
nal Evaluation Report, 1992-93. OREA Report. 

ED 370 924 
Queens Tri-School Confederation 1992-93 Evalu- 
ation Report. OREA Report. 

ED 372 168 
Reinforcing E.S.L. with Los Cumbancheros Cho- 
ral Performance Group (Los Cumbancheros). Fi- 
nal Evaluation Report, 1992-93. OREA Report. 

ED 371 610 
Scholastic Achievement through Bilingual Educa- 
tion and Multicultural Activities Seminars 
(Project SABE MAS). Final Evaluation Report. 
1992-93. OER Report. 

ED 371 620 
The Seward Park Family Literacy Program. Final 
Evaluation Report 1992-93. OREA Report. 

ED 371 080 
Special Competition Bilingual Enrichment Aca- 
demic Russian Program. Final Evaluation Report, 
1992-93. OREA Report. 

ED 370 402 
Special Education Training and Resource Center 
(SETRC) 1992-93. OREA Report. 

ED 369 198 
State Incentive Grant District 75/Citywide Spe- 
cial Education. Staff Development Program (SIG) 
1992-93. OREA Report. 

ED 369 194 
State Incentive Grant High School/State 
Incentive Grant. Staff Development 
(SIG) 1992-93. OREA Report. 

ED 369 193 
Studio in a School. Early Childhood Program 
1992-93. OREA Report. 

ED 371 846 
Substance Abuse Prevention and Intervention 
Programs in New York City Public Schools: The 
1991-1992 School Year. Revised. OREA Report. 

ED 367 921 
Substance Abuse Prevention and Intervention: 
Year-Three Study: Intervention Services. OREA 


Report. 

ED 371 252 
To Examine and Plan for Occupational Requisites 
and Em t (Project EXPLORE). Final 
Evaluation Report, 1992-93. OREA Report. 

ED 370 380 
The Wisdom Is Now (Project WIN) Final Evalua- 
tion Report, 1992-93. OREA Report. 

ED 369 302 
The 1992-1993 Evaluation of the Loan Forgive- 
ness Program (Revised). OER Report. 

ED 373 138 


New York City Dept. of Cultural Affairs, 
NY. 
Waste Management and Disposal for Artists and 
Se , 


ED 368 604 


New York City Office of the Mayor, N.Y. 
The New York City Adult Literacy Initiative. Fi- 
nal Report, 1991-92. 

ED 369 304 


New York City Office of the Special Com- 
missioner of Investigation, NY. 
From Chaos to Corruption: An Investigation into 
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the 1993 Community School Board Election. 
ED 367 054 


New York City Public Schools, Brooklyn, 
N.Y. 
The Multiple Forms of Evidence Study: Assessing 
Reading through Student Work Samples, Teacher 
Observations, and Tests. NCREST Reprint Se- 
ries. 
ED 372 366 


New York Governor’s Office of Employee 


Assessment of Workplace Literacy. Asking New 
Questions. Project REACH. 
ED 372 286 


Organizational Assessment of Basic Skills Needs 
at the University Division of Residence Opera- 
tions. Final Report. 

ED 371 123 


New York Medical Coll., Valhalla. West- 
chester Inst. for Human Development. 
Higher Education wey Institute Multidisci- 
we 4 Inservice Model Demonstration Project. 
Final Report. 
ED 369 224 


The Ninos Especiales Outreach Training Project 
(NEOTP). Final Report. 
ED 369 225 


New York State Commission on Quality of 
Care for the Disabled, ° 
Parenting with Special Needs: Parents Are 
Mentally Retarded and Their Children. 
ED 368 103 
Serving Parents Who Are Mentally Retarded: A 
— of Eight Parenting Programs in New York 
tate. 
ED 368 104 


New York State Council of School Super- 


intendents, Albany. _ 
Snapshot of the Superintendency: A Study of 
School Superintendents in New York State—1992. 
ED 367 052 


New York State Council on the Arts, New 


York. 
Let Me Tell You. 
ED 372 164 
Waste Management and Disposal for Artists and 


Schools. 
ED 368 604 


New York State Dept. of Labor, Albany. 
Waste Management and Disposal for Artists and 
Schools. 

ED 368 604 


New York State Dept. of Labor, Albany. 
Div. of Research and Statistics. 
The Jobseeker. A Journey into the World of 
Work. 
ED 372 210 
Suggestions for Career Exploration and Jobseek- 
ing. BLMI Report No. 18. 
ED 372 211 


New York State Dept. of Social Services, 


School Age Child Care Staff Training Evaluation. 
ED 367 768 


New York State Education Dept., Albany. 
Annual Educational S 1991-92: Statisti- 
cal and Financial Summary of Education in New 
York State for the Year Ending June 30, 1992. 

ED 367 688 
A Pe Analysis of a Technology Prepara- 

in Agriculture in Selected Schools in 

a York State. Qualitative Study Project Re- 
port 1993-1994. 

ED 366 780 
—_ for Women in the 1990s: Regents Policy 

and Action Plan with Supporting 

ED 372 974 
The New York City Adult Literacy Initiative. Fi- 
nal Report, 1991-92. 

ED 369 304 
Research and Evaluation Pilot Report 1992. 

ED 366 781 
Teacher Development for ATP 2000. Project Re- 
port 1993-1994. 

ED 366 783 


Teacher Development Program for ATP 2000. 


New Zealand Qualifications Authority, 615 


Project Report. 
ED 366 782 
New York State Education Dept., Albany. 
Bureau of Continuing Education Program 
Development. 
Exercise: Benefits for and Mind. Student 
Workbook. Health Promotion for Adult Literacy 
Students: An Empowering Approach. 
ED 368 950 
First Aid: Helping Yourself, Helping Others. Stu- 
dent Workbook. Health Promotion for Adult Lit- 
eracy Students: An Empowering Approach. 
ED 368 951 
Health Care Resources: You Are the Consumer. 
Student Workbook. Health Promotion for Adult 
Literacy Students: An Empowering Approach. 
ED 368 952 
Health Insurance: The Facts You Need. Student 
Workbook. Health Promotion for Adult Literacy 
Students: An Empowering Approach. 
ED 368 953 
for Better Health. Student 
Promotion for Adult Literacy 
Students: An Empowering Approach. 
ED 368 954 
Sexual Abuse: Facts for Discussion, Prevention, 
and Management. Student Workbook. Health 
Promotion for Adult Literacy Students: An Em- 
powering Approach. 
ED 368 955 


New York State Education Dept., Albany. 
Office for Planning, Research, and Sup- 


port Services. 
Violence in the Schools. A National, State, and 
Local Crisis. 

ED 367 757 


New York State Education Dept., Albany. 
Office of Instruction and Program Devel- 


opment. 7 4 
Technology in New York State Public Schools: 
What Schools Have and How They Are Using It. 

ED 372 731 


New York State Education Dept., Albany. 


Rapate Select Commission:on Disability. 

lueprint for Implementation of the Recommen- 
dations of the Regents Select Commission on Dis- 
ability. 


ED 370 302 


New York State Education Dept., Albany. 
State Archives and Records Administra- 


Electronic Document Imaging and Optical Stor- 
age Systems for Local Governments: An Intro- 
duction. Local Government Records Technical 
Information Series. Number 21. 

ED 368 335 


Fundamentals of Establishing a Records Manage- 
ment Program. Local Government Records Tech- 
nical Information Series. Number 1. 
ED 368 334 
ae Storage Systems for Records and Infor- 
mation Management: Overview, Recommenda- 
tions and Guidelines for Local Governments. 
Local Government Records Technical Informa- 
tion Series. Number 45. 
ED 368 336 


New York State Job Training Partnership 


New York State Job Training Partnership Council 
Report on Nontraditional Employment for 
Women. 

ED 371 183 


a 4 York State — Albany. 
Book Banquet. A Summer Reading Program 
Manual. 
ED 368 364 
New York Is Reading Country: Manual. 1992 
New York State Summer Reading Program. 
ED 368 368 


Read Around the Clock. 1994 New York State 
Summer Reading Program. 
ED 368 369 


New York State Literary Center, Fairport. 
Let Me Tell You. 
ED 372 164 


You Don’t Know Me. The Young Mothers Pro- 
gram. Rochester City School District. 


ED 372 163 
New York State Office of the Comptroller, 


Bryant and Stratton Business Institute, Buffalo. 

ED 367 420 

New York State Office of the Comptroller, 
Albany. Div. of Management Audit. 

State Education Department Preschool Handi- 
capped Education Program. Report 93-S-23. 

ED 369 217 
State University of New York. Central Adminis- 
tration Costs. Report 92-S-104. 

ED 369 358 
State University of New York Health Science 
Center at Brooklyn: Clinical Practice Manage- 
ment Plan. Report 93-S-82. 

ED 372 720 
State University of New York Health Science 
Center at Brooklyn: Selected Contracting and Ex- 
penditure Controls. Report 93-S-50. 

ED 369 361 
State University of New York Health Science 
Center at Syracuse: Clinical Practice Manage- 
ment Plan. Report 93-S-54. 

ED 372 719 
State University of New York Research Founda- 
tion: Controls over Direct Costs. Report 93-S-64. 

ED 369 359 
State University of New York Stony Brook Uni- 
versity Hospital: Selected Expenditure Controls. 
Report 92-S-66. 

ED 369 360 


New York State Reading Association. 
The Language and Literacy Spectrum, 1994. A 
Journal of the New York State Reading Associa- 
tion. 
ED 369 035 


New York Univ., N.Y. 
Direct Lending: How To Improve Implementa- 
tion. 
ED 372 674 
New Zealand Council for Educational Re- 
search, Wellington. : 
Competent Children: Influences of Early Child- 
hood Experiences. Pilot Study Report. 
ED 367 453 
Education and Care: A Review of International 
Studies of the Outcomes of Early Childhood Ex- 


periences. 
ED 368 466 
Employment and Childcare Arrangements among 


Families. 

ED 372 868 
Evaluation of a Remedial Spelling Programme for 
the Failing Standard Four Speller. 

ED 367 949 
The oe of Salary Bulk Fundi 
Zealand Kindergartens: Results of the Leino 
tional Survey. 

ED 368 465 
The Universities and the Labour Market. Pro- 
ceedings of the New Zealand Council for Educa- 
tional Research (Wellington, New Zealand, 
October 1993). 


What Research on Early Childhood Education 
Care Outcomes Can, an Can't Tell Policymak- 
ers. 

ED 370 714 
Windows on Teacher Education: Student 
Progress through Colleges of Education and the 
First Year in the Classroom. Final Report. 

ED 368 713 
Windows on Teacher Education: Student 
Progress through Colleges of Education. Phase 2: 
The Second Year. 

ED 370 908 


Windows on Teacher Education: Student 
Progress through Colleges of Education. Phase 3: 
The Third Year. 

ED 370 909 


New Zealand Education and Training Sup- 


port Agency, Wellington. - 
Taking the Step to Skill New Zealand. A Guide 
for Employers. 
ED 371 175 


New Zealand Qualifications Authority, 
Wellington. 
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Essential Skills and Generic Skills in the National 
Framework. Consultation Docu- 
ment. 
ED 367 835 
The Recognition of Prior Learning. Quality As- 
surance in Education and Training. 
ED 367 836 


Taking the Step to Skill New Zealand. A Guide 
for Empioyers. 
ED 371 175 


Tomorrow's Learners. An Approach to Imple- 
menting the Qualifications Framework in New 
Zealand Secondary Schools. Ka pu te ruha, ka hao 
te rangitahi = The old net is cast aside, the new 
net goes fishing. 

ED 367 837 
Unit Standards Catalogue. Unit Standards and 

R on the National Qualifi- 

cations Framework to March 1994. 

ED 371 176 
Working for Industry. An Introduction to Work- 
place Assessment and the National Qualifications 
Framework. 

ED 371 154 


Nicola Valley Inst. of Technology, Merritt 


(British Columbia). 
Let the Healing Begin: Breaking the Cycle of 
Child Sexual Abuse in Our Communities. 
ED 372 862// 


Nijmegen Univ. (Netherlands). Inst. for 


— Social Sciences. 
tal Involvement in Education. 


ED 372 150// 


North American Association of Summer 
St. Louis, MO. 
A nb ary Study of Students’ Learning Ex- 
in Intensive and Semester- 
fone and of the Attributes of High-Quality In- 
tensive and Semester Course Learning Experi- 


ences. 
ED 370 498 
Summer Sessions in Colleges and Universities: 
Perspectives, Practices, Problems, and Prospects. 
ED 370 493 


Northampton Community Coll., Bethle- 
oF PA. Adult 
When Bonds Are Broken. Family Literacy for In- 
carcerated Fathers and Their Children. Year Two. 
Project # 98-4004. 
ED 367 874 


Reading Literacy in the United States: Technical 
Report of the U.S. Component of the IEA Read- 
ing Literacy Study. 

ED 372 376 

North Carolina Asscciation of Community 

Coll. Trustees, Cary. 

The Gifted Child in Contemporary Fiction: An 
Annotated Bibliography. 

ED 367 089 
A Narrative History of the North Carolina Asso- 
ciation of Community College Trustees. 

ED 370 628 


, Chapel Hill. 
Autonomous Teacher Professional Standards 

Boards. Policy Brief. 

ED 372 069 
Implementation of the Second Major Require- 
ment for Teacher Education Majors. 

ED 372 068 
Perceived Impact of State Rules and Regulations 
on Teacher Education Programs. 

ED 372 067 


North Carolina State Board of Education, 
Raleigh. 


Implementation of the Second Major Require- 
ment for Teacher Education Majors. 

ED 372 068 
Perceived Impact of State Rules and Regulations 
on Teacher Education Programs. 

ED 372 067 
Report Card 1993: The State of School Systems in 
North Carolina. 

ED 367 708 


North Carolina State Council on Develop- 
mental Disabilities, Raleigh. 


People First: A Reference Guide Regarding Per- 
sons with Disabilities. Third Edition (Revised). 
ED 371 501 

North Carolina State Dept. of Human Re- 


sources, Raleigh. Div. of Mental Health, 
Mental Retardation and Substance Abuse 


Services. 
Respite for Families with Children Experiencing 
a Serious Emotional Disturbance. 

ED 372 572 


North Carolina State Dept. of Labor, Ra- 


Apprenticeship Reference Guide. Third Edition. 
ED 368 864 
North Carolina State Dept. of Mental 


Raleigh. 
Dropout Data Report and Program Summary, 
1992-93. 
ED 372 162 
North Carolina State Dept. of Public In- 


Affirmative Action Plan. 

ED 372 498 
Certificate Suspension and Revocation. School 
Management Advisor, Issue 28. 

ED 372 508 
Dismissal of Career Status Employees. School 
Management Advisor, Issue 26. 

ED 372 506 
Employment at Will. School Management Advi- 


sor, Issue 23. 

ED 372 503 
Employment Basics. School Management Advi- 
sor, Issue 22. 

ED 372 502 
The History of Education in North Carolina. 
ED 369 713 
How To Implement Extended Services in Your 
School. 

ED 372 499 
Negligent Hiring and Retention. School Manage- 
ment Advisor, Issue 27. 

ED 372 507 
Nonrenewal of Probationary Teachers. School 
Management Advisor, Issue 25. 

ED 372 505 
Reduction in Force. School Management Advi- 
sor, Issue 24. 

ED 372 504 
A Technology Plan for North Carolina Public 
Schools. 


ED 372 753 


North Carolina State Dept. of Public In- 
struction, Raleigh. Div. of Communication 
Services. 


How North Carolina Ranks Educationally among 
the Fifty States. 1993. 
ED 367 702 


North Carolina State Dept. of Public In- 
struction, Raleigh. Div. of Curriculum and 


Instruction. 
Mathematics 9-12. Teacher Handbook. North 
Carolina Competency-Based Curriculum 
Grade-by-Grade. Revised. 
ED 372 910 


North Carolina State Dept. of Social Ser- 


vices, Raleigh. 
Results of the Survey of North Carolina’s Country 
Services 


Directors of Social Concerning Future 
Service and Training Needs Related to HIV/ 


ED 367 941 


Respite Care and Crisis Nursery 1992 Annual 

Program Survey: For Services Provided during 

1991. Data Collection, Analysis and Report. 
ED 368 139 


North Carolina State Univ., Raleigh. 
Gender Differences in Student Performance and 
Attitudes. A Longitudinal Study of Engineering 
Student Performance and Retention. Report No. 
NCSU-94A. 
ED 368 553 


Institution Index 


Health os Education. Biennial National 
Health Occupa' h C Pro- 

- (Sth, Nashville Tennessee, December 
1, 1993). 





ED 366 822 
The Workplace Literacy System Project (WLS). 
Phase II. Final Performance Report. 

ED 369 930 


to the Spencer Founda- 
ED 370 626 


Cultural Competence in Screening and Assess- 
ment: Implications for Services to Young Chil- 
dren with Special Needs Ages Birth through Five. 

ED 370 313 
Mainstreaming Young Children: A Training Se- 
ries for Child Care Providers. Student Handbook, 
and Instructor Manual. 

ED 372 517 


North Carolina Univ., Chapel Hill. Gen- 


eral Administration. 
Statistical Abstract of Higher Education in North 
i 1993-94. 


ED 369 376 


A Javits Project: Gifted Education Policy Studies 
Program. Final Report. 
ED 371 499 


Model Legislation: Gifted and Talented. 
ED 372 590 
Updated Report on State Policies Related to the 
Identification of Gifted Students. 
ED 372 591 


North Carolina Univ., Chapel Hill. School 
of Education. 
On the Horizon. The Environmental Scanning 
Newsletter for Leaders in Education, 1993-1994. 
ED 371 699 


North Carolina Univ., Charlotte. J. Mur- 
rey Atkins Library. 
African-American Literature: Finding Biographi- 
cal and Critical Sources. 
ED 366 975 


North Carolina Univ., Greensboro. School 
of Education. 
Designing Teacher Evaluation Systems that Sup- 
port Professional Growth. 
ED 367 662 
Proceedings of the Annual Early Childhood Edu- 
cation Regional Symposium (3rd, Atlanta, Geor- 
gia, October 18-19, 1993) [and] Leadership for 
Collaboration. Video Proceedings. 
ED 368 506 
North Central Association of Colleges and 
Schools, Chicago, IL. Commission on In- 
stitutions of Higher Education. 
A Collection of Papers on a and Institu- 
tional Improvement 1 
ED 370 503 
North Central Regional Center for Rural 
Development, Ames, Iowa. 
Partners in Community Leadership: Youth and 
Adults Working Together for Better Communi- 
ties. 


ED 367 525 
Selected Research and Extension Projects of the 
Four Regional Rural Development Centers. 1993 
Combined Report. 

ED 370 737 


North Central Regional Educational Lab., 
IL. 


Performance Assessment: A National Perspec 
tive. Policy Briefs Numbers 10 & 11. Special Dou Dou- 
ble Issue. 

ED 370 980 


North Central Regional Educational Lab., 


Oak Brook, IL. 
Academic Achievement - A View from the Top. 
The Illinois Valedictorian Project. 
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ED 368 304 
Building Collaborative Education Systems: New 
Roles for State Education and Hi Education 
ome: Special Policy Report. Policy Briefs Re- 
port 1. 


ED 370 199 
Charter Schools Update. Policy Briefs. Report 2. 
ED 370 227 
Decentralization: Why, How, and toward What 
Ends? Special Policy Report, No. 1. Policy Briefs 


ED 368 047 

Funding Crisis Forces Action in Michigan. Policy 
inars. 

ED 369 136 
Issues and Recommendations Regarding Imple- 
mentation of High School Graduation Tests. 

ED 370 984 
Legal Implications of High-Stakes Assessment: 
What States Should Know. 

ED 370 985 
Restructuring Schools: Exploring School-Based 
Management and Empowerment Issues. A Na- 
tional Perspective. 

ED 369 157 
State Student Assessment Programs. Midwestern 
Region. 

ED 372 121 


North Dakota State Council on Vocational 


Bismarck. 
Vocational-Technical Education: Serving the 
Needs of North Dakota. An Evaluation Report. 
ED 366 831 


North Dakota State Dept. of Agriculture, 
Creative Ways To Cultivate Agriculture in the 
Classroom. 


ED 371 919 
North Dakota State Dept. of Public In- 


struction, Bismarck. 

North Dakota Close Up Program. Participant 
Guide 1993. 

ED 372 981 
North Dakota Curriculum Frameworks, Volume 
Il: Arts Education, Business Education, Foreign 
Language, Health, Physical Education. 

ED 370 176 
North Dakota Curriculum Frameworks, Volume 
I: Language Arts, Library Media, Mathematics, 
Science, Social Studies. 

ED 370 175 
Participant Guide to Close Up North Dakota. 

ED 368 583 
Visual Arts Activities, K-6. North Dakota Arts 
Curriculum Project. 

ED 370 837 


North Dakota State Legislative Council, 
Bismarck. 
Education Finance-Background Memorandum. 
ED 370 170 


North Dakota Univ., Grand Forks. Center 
for Teaching and Learning. 
The FAS Child: A Primer for Teachers. 
ED 367 114 


‘ograms 

North Dakota Institutions of Postsecondary Edu- 
cation. July 1, 1992-June 30, 1993. 

ED 370 467 

Northeast Document Conservation Center. 

A Roundtable on Mass Deacidification. Report 
on a Meeting (Andover, Massachusetts, Septem- 
ber 12-13, 1991). 

ED 369 401 


Northeast Foundation for Children, Green- 


field, MA. 
A Notebook for Teachers: Making Changes in the 
Elementary Curriculum. Revised Edition. 
ED 369 $32 
Teaching Children to Care: Management in the 
Responsive Classroom. 
ED 369 531 
Yardsticks: Children in the Classroom Ages 4-12. 
ED 368 472 


Northeast Regional Center for Rural De- 
velopment, University Park, PA. 


Office of Bilingual Education and 617 


Selected Research and Extension Projects of the 
Four ee Rural Development Centers. 1993 


ED 370 737 


Cline Library Surveys of the NAU Faculty and 
Students, and Users of Media Services and Field 
and Evaluations of the Desk Services 
Provided by Media Services and Special Collec- 

tions and Archives. 
ED 371 741 


clusion of Children with Disabilities in General 
Education. 
ED 372 529 


Northern Illinois Univ., DeKalb. Curricu- 
lum and Instruction Reading Clinic. 
The Role of Metacognition in Reading Compre- 
hension: Implications for Instruction. Literacy 
Research Report No. 19. 
ED 371 291 
Northern Illinois Univ., DeKalb. Research 
and Training Center for Traditionally Un- 
derserved Persons Who Are Deaf. 
Traditionally Underserved Persons Who 
Are Deaf. NIU-RTC Research Brief. 
ED 372 528 
The Psychological Assessment of Traditional 
Underserved and Unserved Individuals wi 
Deafness: An Annotated Bibliography of Re- 
search and Practice. 
ED 372 527 


Northern Telecom, Inc., Nashville, TN. 

The Knowledge Economy: The Nature of Infor- 
mation in the 21st Conta, 1993-94 Annual Re- 
view of the Institute for Information Studies. 

ED 368 374 
A National Information Network: Changing Our 
Lives in the 21st Century. 1992 Annual Review of 
the Institute for Information Studies. 

ED 368 373 
Universal Telephone Service: Ready for the 21st 
Century? 1991 Annual Review of the Institute for 
Information Studies. 

ED 368 372 


North Suburban Library System, Wheel- 


IL. 
the Library Card: An ESL Curriculum for 
Effective Library Use. 
ED 367 193 


North Texas Univ., Denton. 

Assessment of Competency-Based Instruction. 
Final Report. Volumes I-II. 

ED 366 772 
Assessment of Competency-Based Instruction. 
Summary Report. 

ED 366 771 
Improving Sex Equity. Final Report. 

ED 366 768 
Improving Sex Equity in Postsecondary Voca- 
tional/Technical Programs: A Resource Manual. 

ED 366 769 
SCANS Occupational Profile Handbook for Elec- 
trical Engineering Technicians. 

ED 371 203 
Vocational Guidance/Counseling Teacher Edu- 
cation in Northeast Texas. Final Report. 

ED 367 800 


North Texas Univ., Denton. Coll. of Edu- 


cation. 
Parent Involvement: A Survey of Proficiencies of 
Principals and Teachers. 
ED 369 556 


Northwest Regional Educational Lab., 


Portland, Oreg. 
Annotated Bibliography on ABE/ESL Assess- 


ment. 
ED 367 191 
Crossing Boundaries: Explorations in Integrative 


Curriculum. 

ED 370 239 
Distance Education Resource Directory for 
Northwest Schools. 

ED 369 386 


The Global Classroom. Special Report: Online for 
Learning. 


ED 369 385 
School Imp: h Series: Series VIII, 
1993-94. 





ED 370 246 


Northwest Regional Educational Lab., 
Portland, OR. Test Center. 
Portfolio Resources Bibliography. Innovative As- 
sessment. 
ED 367 689 


Northwest Regional Literacy Resource 
Center, Seattle, WA. 
Software Buyer's Guide. 1993 Edition. 
ED 368 903 
Nova Scotia Women’s Directorate, Hali- 


fax. 
Expanding Choices: Math and Science Programs 
for Girls and Women. 
ED 372 913 


Nova Univ., Fort Lauderdale, Fla. 
Toward the 21st Century: Preparing Proactive Vi- 
Bui 


opment. South Florida Cluster. 
ED 371 164 


Nursery Nature Walks, Santa Monica, 

CA. 
Trails, Tails & Tidepools in Pails. Over 100 Fun 
and Easy Nature Activities for Families and 
ee 


ED 370 752// 


NuStats, Inc., Austin, TX. 
Cultural Centers of Color: Report on a National 
Survey. 

ED 368 663 
A Study of Attitudes & Behavior Regarding Chil- 
dren’ 's Education. The Third PTA National Edu- 


ED 369 537 


ashington, DC. 

Sex Can Wait: An Abstinence-Based Sexuality 
Curriculum for High School. 

ED 370 949 
Sex Can Wait: An Abstinence-Based Sexuality 
Curriculum for Middle School. 

ED 370 948 
Sex Can Wait: An Abstinence-Based Sexuality 
Curriculum for Upper Elementary School. 

ED 370 947 


Office of Bilingual Education and Minor- 
— ama tae a 


a Community Literacy Training Project. 
Final Report. 
ED 372 657 


Bridging the Gap: A Sheltered Approach to Lan- 
guage Acquisition and Academic Success in Tor- 
rance Unified School District, Torrance, 
California. Fifth and Final Evaluation Report 
(1992-1993). 

ED 368 212 
English og A vi LEP Students. Annotated 
Bibliography, T: 

ED 369 301 


The Gwinnett/GSU Language Leadership Team 


Project. 

ED 368 176 
Literature Review of Federally Funded Studies 
Related to LEP Students. Final Analytic Report. 

ED 368 215 
Multifunctional Resource Center for Bilingual 
Education, University of Wisconsin-Madison. 
Annual Report, October 1, 1992-September 30, 
1993 (Contract Year 1). 

ED 368 159 


New England Multifunctional Resource Center 
for Language and Culture in Education, Brown 
University. Annual Performance Report. 

ED 368 160 
Special Issues Analysis Center Annual Report: 
Year One. Volumes I-V. 

ED 369 254 


Summary of the Bilingual Education State Educa- 
tional Aw! Program Survey of States’ Limited 
English ient Persons and Available Educa- 
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tional Services, 1991-1992. 
ED 369 292 
Office of Educational Research and Im- 
prema (ED), Washington, DC. 
ee oe ee ep 
The Mine Illinois Valedictorian Project. 
ED 368 304 


Academic Effectiveness of Small-Scale 

Schooling (An Update). ERIC Digest. 

ED 372 897 
A+chieving Excellence. A Parent's Guide to 
Site-Based Decision i Noteworthy = 
A+ Icanzar la Excelencia. Un manual para padres 
sobre como hacer decisiones. Notable 

ED 370 157 
Achievii History Standards in Elementary 
Schools. ERIC Digest. 

ED 373 020 
Administrative Skills in Counseling Supervision. 
ERIC Digest. 

ED 372 356 
Adult Biliteracy in the United States. Language in 
Education: Theory and Practice 83. 

ED 368 222 
Adult Literacy Practitioners as Researchers. 
ERIC Digest. 

ED 372 663 


Adult Literacy Training and the Integration of 
Human Services. 

ED 366 747 
All the Good Choices Are Taken: A Study of 
Interdistrict Collaboration in North Dakota. 

ED 368 525 
Alternative Assessment: Issues in Language, Cul- 
ture, and Equity. Knowledge Brief Number 11. 

ED 373 082 
American Culture and the Gifted. 

ED 372 585 
Americans with Disabilities Act and Adult, Ca- 
reer, and Vocational Education. Trends and Is- 
sues Alerts. 

ED 372 198 
Analysis of Cognitive Demand in Selected Alter- 

Assessmen 


Mathematics 
the Basis for Paty of Innovative Assessment. 
ED 368 776 
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ED 367 899 
The Writing Workshop and the Adult Learner. 
ED 369 975 
Wisconsin State Dept. of Public Instruc- 
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ED 371 528 

A Tradition of Tol What Wisconsin Par- 

ents Think about Teen Alcohol Use; and Execu- 


tive Summary. 
ED 370 O11 
Wisconsin Learner Goals, Outcomes, and Assess- 
ment: Educating Students for Success in the 21st 
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Wisconsin State Dept. of Public Iastruc- 
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Next-Generation Information S 
ED 371 492 


Wisconsin Univ., Madison, Univ. Exten- 
sion. 
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the United States. 

ED 369 029 


Woodburn Public Schools, Oreg. 
Year-Round Education in the Woodburn School 
District. 
ED 369 141 
Work in America Inst., Scarsdale, N.Y. 
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ED 367 912 
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ED 372 513 
[Sensory Systems of Infants.] 
ED 367 504 


Institution Index 





Publication Type Index - 


This index lists documents under the Publication Type that has been assigned to them to characterize their form or 
organization, as contrasted to their subject matter. 


As shown in the example below, the accession number is displayed below and to the right of the document title. 
Additional information about the document can be found under that number in the resume section. The symbol // 
appearing after an accession number identifies a document that is not available from the ERIC Document 
Reproduction Service and that is not in the ERIC Microfiche Collection. 


The Publication Types are displayed in a classified index arrangement, according to the outline below. 


I Publication Type 


~———— (052) Guides - Classroom - Teacher ———————__ 


Title —_____________ The First Amendment: Free Speech & a Free Press. 
A Curriculum Guide for High School Teachers. 


ED 261 929 


Accession Number 


aa 





PUBLICATION TYPE CATEGORIES 
CATEGORY CODE 


BOOKS 080 
COLLECTED WORKS 030 
— General 100 
— Conference Proceedings 
— Serials 
CREATIVE WORKS (Literature, Drama, Fine Arts) 
DISSERTATIONS/THESES 
— Undetermined 
— Doctoral Dissertations 
— Masters Theses 
— Practicum Papers 
GUIDES 
— General 
— Classroom Use 
— Instructional Materials (For Learner) 
— Teaching Guides (For Teacher) 
— Non-Classroom Use (For Administrative 
& Support Staff, and for Teachers, 
Parents, Clergy, Researchers, Counselors, 


CATEGORY 


JOURNAL ARTICLES 
LEGAL/LEGISLATIVE/REGULATORY MATERIALS 
AUDIOVISUAL/NON-PRINT MATERIALS 

— Computer Programs 

— Machine-Readable Data Files (MRDF) 
STATISTICAL DATA (Numerical, Quantitative, etc.) 
VIEWPOINTS (Opinion Papers, Position Papers, 
Essays, etc.) 

REFERENCE MATERIALS 

— General 

— Bibliographies 

— Directories/Catalogs 

— Geographic Materials 

— Vocabularies/Classifications/Dictionaries 
REPORTS 

— General 

— Descriptive 

— Evaluative/Feasibility 

— Research/Technical 


HISTORICAL MATERIALS 


Literature on a Topic) 


072 — Book/Product Reviews 





etc. in Non-Classroom Situations) 


070 INFORMATION ANALYSES (State-of-the-Art 
Papers, Research Summaries, Reviews of the 


071 — ERIC Information Analysis Products (IAP’s) 


SPEECHES, CONFERENCE PAPERS 
TESTS, EVALUATION INSTRUMENTS 


TRANSLATIONS 
— Multilingual/Bilingual Materials 








(010) Books 


Academic Community: Discourse or Discord? 
Higher Education Policy Series 20. 

ED 372 715// 
Academic Discourse and Critical Consciousness. 
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Academic Freedom 2-A Human Rights Report. 

ED 372 705// 
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Legal Issues and Policy Perspectives: The Higher 
Education Administration Series. 

ED 367 277// 
Academic Year Abroad, 1994/95. The Most 
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ED 367 270 

Action Learning. A Practitioner's Guide. 

ED 371 170// 
Active Learning in a Family Day Care Setting. 

ED 369 544// 
Adolescence in the 1990s. Risk and Opportunity. 

ED 367 760// 
Adolescents and the Media. 

ED 371 860 

Adult Education and the State: Towards a Poli- 
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ED 371 167// 
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ED 367 797// 
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Advances in Research and Practice in Self-Di- 
rected Learning. 
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tity and Cultural Interpretation. Language and 
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ED 371 107// 
Beyond a Dream Deferred: Multicultural Educa- 
tion and the Politics of Excellence. 

ED 368 812// 
Beyond Terman: Contemporary Longitudinal 
Studies of Giftedness and Talent. 

ED 372 579// 
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in the 1960s and 1970s. 
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Career Development Support in Organisations. 
First Edition. 
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¢ Education. 
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Perspective. 
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Characteristics of and Strategies for Teaching 
Students with Mild Disabilities. 
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Childhood, Youth and Social Change: A Com- 
parative Perspective. 
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Children of Horizons: How Gay and Lesbian 
Teens Are Leading a New Way Out of the Closet. 

ED 366 885// 
Children’s Occupational Handbook. 
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Children’s Play in Diverse Cultures. Children’s 
Play in Society Series. 

ED 372 826// 
Children’s Rights: Monitoring Issues. 


Children’s Special Places: Exploring the Role of 
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Civics for Democracy: A Journey for Teachers 
and Students. 
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Classroom Management for Elementary Teach- 
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Third Edition. 
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Community-Based Employment Following Trau- 
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Comprehensive Peace Education: Educating for 
Global Responsibility. 
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ED 367 461 
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Crossing the Mainstream: Multicultural Perspec- 
tives in Teaching Literature. 
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The Culture and Lifestyle-Appropriate Social 
Skills Intervention Curnculum (CLASSIC). A 
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Reader. Learning through Life 1. 
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Curriculum-Based Assessment in Special Educa- 
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Curriculum Considerations in Inclusive Class- 
rooms: Facilitating Learning for All Students. 
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Effective Board Participation. 
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Increasing the Participation of Parents of Ele- 
mentary School Students in Parent Education 
Activities through Development and Implemen- 
tation of an Alternative Delivery System. 

ED 367 443 
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ED 367 490 
A Workshop and Resource Program for Training 
and Motivating College English Professors To 
Teach Critical Thinking Skills. 
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a a. of High-Stakes Assessment: 


Should Know. 
ED 370 985 
Library of Congress Music, Theater, Dance: An 
Illustrated Guide. 
ED 368 387 


Library of Congress Rare Books and Special Col- 
lections: An Illustrated Guide. 
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Comparison/Contrast and Analysis. 
ED 367 385 
English for Adult Competency, Book 1. Second 
Edition. 
ED 368 218// 
English for Adult Competency, Book 2. Second 
Edition. 
ED 368 219// 
ESL Literacy. Student Book; Teacher's Resource 
Book. 
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ED 367 932 
Services for the Elderly. Curriculum Guide. Aca- 
demic Integration Supplement. Assistance Ser- 
vices for the Elderly. Student Activity Book. 
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ship for Improved Health Care Communication. 

ED 372 218 
Study Guide To Prepare for New Written Citi- 
zenship Examination: A Guide for Beginner 
Level ESL Students. 
ED 370 453 
Suggestions for Career Expl and Jobseek- 
ing. BLMI Report No. 18. 





ED 372 211 
Tetline Package for P to Adulthood: A Staff 
for Practitioners Working with 

ere Physical Disabilities. 
ED 3€8 137 


bre with 


Teaching about Haiti. 

ED 370 822 
TRW Communications on the Job I-Il. [Em- 
ployee Manual and] Facilitator Manual. 

ED 366 760 
Turtle Time Designs: Working with Patterns in 
LogoWriter. 

ED 367 289 


A World of Maps and Travel. An Interdisciplin- 


ary Curriculum and Resource Packet Designed 
for Secondary Students. 

ED 369 725 
The Write Stuff: Memos and Short Reports. An 
Offering of Step Ahead: A Partnership for Im- 
proved Health Care Communication. 

ED 372 219 
The Young Oxford Companion to the Supreme 
Court of the United States. 

ED 368 670// 
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Achieving Equity in the Schools of 
Texas...A Closer Look. Instructor's Supplement. 

ED 366 825 
“Acting Out” in the Classroom: Improvisation in 
the Curriculum. 

ED 371 424 
Activities and Materials for Implementing 
Adapted Versions of Reciprocal Teaching in Be- 
ginning, Intermediate, and Advanced Levels of 
Instruction in English, Spanish, and French as a 
Second/ Foreign Language. 

ED 370 354 
Adapting Pfeiffer and Jones’ Experiential Learn- 
ing Model for Classroom Use. 

ED 369 115 
Adult Academy Volunteer Manual. 
ED 367 194 
The Adult Learner. Training Packet for a 
Three-Session Workshop. Study of ABE/ESL In- 
structor Training Approaches. 

ED 368 942 
Advanced Hunter Education and Shooting 
Sports Responsibility. Bulletin 555A. 

ED 369 926 
African Americans in Science, Mathematics, 
Medicine, and Invention, Curriculum Guide. A 
Multicultural Curriculum. 

ED 367 759// 

AIDS: A Catholic Educational Approach to HIV 
(Human Immunodeficiency Virus): Teacher's 
Manual and Implementation Guide. Revised 
Edition. 

ED 367 657 
Alternative Assessment in the Science Class- 
room. Glencoe Science Professional Series. 

ED 370 778 
American Women and the Military in the 20th 
Century. 

ED 367 580 
Antidote: Civic “yyy Drug Avoidance 
Lessons for Middle & High School Students. 

ED 372 024 
Applying Theory to the Case Study Course. 

ED 368 021 
Apprendre a apprendre les langues (Learning To 
Learn Languages). 

ED 368 180 


Approaching Environmental Issues in the Class- 
room. Workshop Resource Manual. 

ED 371 948 
Arab World Almanac 1993 

ED 367 573 
Arizona Essential Skills for Mathematics. Refor- 
matted Edition. 

ED 367 531 
Arkansas Term Care Facility Nursing As- 
sistant Training Curriculum. Revised. 

ED 366 830 


Assessing Editorials: An Instrument To Aid in 
the Task. 
ED 366 989 


A to logist: Changing the Dramatic 
Play Area! 





ED 371 842 
An Audio-Stimulus Activity To Focus on Listen- 
ing for Details. 

ED 371 415 
Auschwitz: If You Cried, You Died. Teacher's 
Guide to the Video Program. 

ED 372 007 
The Authentic Lessons of Schindler's List. 

ED 368 674 
Back to Basics: The Use of Newspapers and 
Other Print Media To Teach Analytic Reading, 
Writing, and Reasoning. 

ED 368 001 
Basic Blueprint Reading. 

ED 368 984 
Basic Wiring. Second Edition. 

ED 371 157 
Becoming Informed Citizens: Lessons on the 
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Constitution for Junior High School Students. 

ED 368 660 
Becoming Multicultural: Helping Students De- 
velop Intercultural Competence. 

ED 370 375 
The inning of Civilization in Sumer: The Ad- 
vent of Written Communication. A Unit of Study 
for Grades 5-8. 

ED 373 016 

The Beginnings of Writing. Third Edition. 
ED 369 091// 

Beyond the Library Card: An ESL Curriculum 
for Effective Library Use. 

ED 367 193 


Black Box Activities for Grades Seven-Nine Sci- 
ence Programs and Beyond. A Supplement for 

wn 2, &3. 
ED 371 950 


Blurring the Boundaries: Connecting the Auto- 
! ical and the Historical in an Advanced 
Writing Course. 
ED 370 111 


Breaking Barriers: An Asian-American Curricu- 
lum Unit. 
ED 369 861 


oo Workplace Literacy and Edu- 
cation Lessons from Project ELI. A 
Partnership Effort Dedicated to Upgrading Mill- 
workers’ Skills for the Future. 

ED 369 904 
Building Sentences with the Humpties. 

ED 367 986// 

Business —~ “yee TLC Technol- 
ogy-Life-Careers 1993-94 

ED 368 932 
Business Financial Applications. Curriculum 
Guide. Simulations. Test Bank. 

ED 372 177 
Business Technology Curriculum Guide. Vo. Ed. 
270. Revised 2/94. 

ED 367 844 
Business Writing. 

ED 368 981 
California Endangered Species Resource Guide. 

ED 367 545 
CALL Lesson Plans 3 for Use with Metra-Sum- 
merhays Basic Reading for Adults. 

ED 371 113 
Carbons to Computers: The Changing American 


ED 373 012 
Card Game Activities Using Grammar-Based Di- 


ED 370 355 
Careers Going Global. Curriculum Resource 
Guide. 


ED 372 208 
A Casebook for English Teachers: Dilemmas and 
Decisi 


ED 366 978// 

Celebrate Missouri Day in Your Classroom. 

ED 367 558 
Changing Practice: Teaching Mathematics for 
Understanding. A Professional Development 
Guide. 

ED 368 698 
Charged Up for Fire Safety. Fifth Grade. Fire 
Safety for Texans: Fire and Burn Prevention Cur- 
riculum Guide 

ED 373 039 
Child Development Associate Credential Facili- 
tators’ Guide to Active Learning Techniques. Re- 

ED 371 825 
Children socom Se be World: Theme Teach- 
ing in Elementary Sc 

ED 369 096// 

China: Tradition and Transformation. Curricu- 
lum Projects. 1993 Fulbright Hays Seminar 
Abroad Program. 

ED 372 016 
Civic Competence and the Pace of World Events. 
A Clip Board of Activities for Using the Newspa- 


per. 
ED 369 723 
Civics for Democracy: A Journey for Teachers 
and Students. 
ED 369 700// 
Clarendon Alternative School Japanese Bilingual 
Bicultural Program: Curriculum Sampler. 
ED 372 599 
Classroom Creature Culture: Algae to Anoles. 


- Teacher 


ED 370 797 

Classroom Management for Elementary Teach- 
ers. Third Edition. 

ED 369 782// 

Classroom Management for Secondary Teachers. 

ED 369 781// 


Cleveland Wood Products Mathematics on the 
Job I-Il. 
ED 366 761 
Coaching the “Critters.” 
ED 369 118 
Cognitively Guided Instruction. 
ED 372 929 
Collaborative Reading of a Novel: Adapting the 
Macro-Cloze Procedure for Reading a Novel. 
ED 370 086 
Colonialism in Africa: A Critical Look! 
ED 370 839 
Colonialism in Asia: A Critical Look! 
ED 370 840 
Colonialism in the Americas: A Critical Look! 
ED 370 838 
Columbus and the Age of Discovery. Activity 
Guide. 


ED 368 588 
Commercial and Industrial Wiring. Second Edi- 
tion. 

ED 371 158 
Common and Waterproofing Materials 
and Equipment. Roofing Workbook and Tests. 

ED 366 728 
Communicating on the Job. 

ED 368 969 
Communicating Rules with a Grin. 

ED 372 443 
Communication and Problem Solving. 

ED 369 952 
Communication for Supervisors. An Offering of 
= Ahead: A Partnership for Improved Health 

Care Communication. 

ED 372 217 
Communicative Activities for Teaching Listen 
ing and Speaking. 

ED 371 629 


Communicative Competence in English: Teach- 
ing about Functions. 

ED 371 614 
Communicative ESL Teaching. Training Packet 
for a Two-Session Workshop. Study of ABE/ 
ESL Instructor Training Approaches. 

ED 372 656 
Compendium of Interdisciplinary Activities for 
an Introductory Course in Communication Sys- 
tems at the Secondary Level. 

ED 371 129 
‘ Computerized Weather Station for the Apple 

e. 


ED 368 563 
Computer Programs. 

ED 369 953 
A Conflict Management Unit. 

ED 372 415 
Conflict Resolution Model. Final Report. 

ED 367 872 
Connecticut's Common Core of i 

ED 367 566 
Connections: Life Cycle Kinesthetic Learning. 

ED 372 953 
Constellation Prizes: Using Science Fiction for 
Lesbian, Gay, and Bisexual Issues in College 
Classes. 


ED 370 117 
Content Area Reading: An Integrated Approach. 
Fourth Edition. 

ED 369 049// 

Content Reading Including Study Systems: 
Reading, Writing and Studying across the Curric- 
ulum. 

ED 372 363 
Contrasting Conversations: Activities for Explor- 
ing Our Beliefs and Teaching Practices. 

ED 368 209// 

Control and Chaos: Student-Centered seney 
in the Graduate Composition Theory Course. 

ED 370 114 
Conversation Inspirations for ESL. Supplemen- 
tary Materials Handbook Three. 

ED 371 568 
Conversation Strategies: Pair and Group Activi- 
ties for Developing Communicative Compe- 
tence. 


Publication Type Index 


ED 371 564 
Cooperative Learning for ABE and ESL Classes: 
Getting Started. 


ED 368 862 
— 9 Learning in the Elementary Class- 
and ts in Classroom Instruction 


ED 367 461 
Gonpentie Learning in the Science Classroom. 
lencoe Science Professional Series. 


ED 370 777 
The Cooperative Think Tank II: Graphic Orga- 

nizers To Teach Thinking in the Cooperative 
Classroom. K-Adult. 

ED 371 828 
Cooper Foundation Awards for Excellence in 
Teaching, 1992. 

ED 367 653 
Core Curriculum. A Workplace Specific Curricu- 
lum. 

ED 368 902 
Creative Ways To Cultivate Agriculture in the 
Classroom. 


ED 371 919 

Creative Writing in the Language Arts. 
ED 370 130 
100 Hands-On and the Scientific Method: Over 
Science Experiments for Chil- 


ED 367 530 
C-SPAN in the High School Classroom: A Guide 
for Educators. 

ED 371 987 
C-SPAN Networks: Professors’ Guide. 

ED 371 990 
Cultural Awareness Lr Techniques. Re- 
source Handbook Number 4 

ED 371 563 
The Culture and Lifestyle-Appropriate Social 
Skills Intervention Curriculum (CLASSIC). A 
Program for Socially Valid Social Skills Training. 

ED 371 977 
Curricular Standards for Social Studies. Revised. 

ED 371 984 
Curriculum Extension for the Gifted and Tal- 
ented Student with Limited English Proficiency. 

ED 372 642 
Curriculum for Whole Language Instruction in 
Office Technology. 

ED 366 777 


Cycling Back to Nature with Biodegradable Poly- 
mers. 


ED 371 943 
Defining Environmental Education. Workshop 
Resource Manual. 

ED 371 945 
Designing Effective Workshops. Workshop Re- 
source Manual. 

ED 371 946 


Designing Preschool Movement Programs. 
ED 370 922// 
Destination: Cameroon. Study Guide. 

ED 369 711 
Developing a Thematic, Cross Curricular Body of 
Knowledge: Putting Theory into Practice in the 
Classroom. 


ED 372 368 
Developing Aural Proficiency Skills in the Busi- 
ness French Class. 
ED 370 388 
Developing Cultural Literacy through the Writ- 
ing Process: Empowering All Learners. 
ED 366 965// 
Developing Ideas through Forensics. 
ED 366 999 
Developing Learning Skills through Children’s 
Literature: An Idea Book for K-5 Classrooms and 
Libraries. Volume 2. 
ED 367 993// 
Developing Reading Competence in University 
ESL Classes. 


ED 368 169 


g esponding 
Module for ESL Teacher Training. [Revised.] 
ED 367 196 
Discovering Hidden Voices. 
ED 370 148 
Disease Prevention. Health Facts. 
ED 368 729 
Documentation. 





Publication Type Index 


ED 368 982 
Do-It-Yourself Printing: An Introduction to 
ee Curriculum and Resource 


ED 372 231 

Don't Give It to Me-Put Me Where I Can Reach 
Anglos to Recognize His- 

panic Skills in Civic Leadership 
Roles-An Ethnically Focused Public Speaking 


ED 368 022 
Don't Talk to Me about Vowels: A Resource 
Book for Sounding Out Words Based on the Ex- 
perience of Community Literacy Programs in 
and around Metro Toronto. 

ED 371 292// 

Drug Use Prevention. Health Facts. 

ED 368 732 
Earthquake Preparedness: What Every Childcare 
Provider Should Know. 

ED 368 498 


Eating Like a Bird. 

ED 372 907 
Eating With Your Heart In Mind: 7 to 10 Year 
Olds. 


ED 373 057 
Ecole et Comportement: Session de formation ou 
de perfectionnement sur |’intervention au secon- 
daire (School and Behavior: Preservice or Inser- 
vice Training on Intervention at the Secondary 
Level). 

ED 368 087 
Educator's Guide to “I Am America.” 

ED 368 835 
Educator's Guide to “Straight Talk about Amer- 


Effective Performance Appraisals: 
ing in Health Care Settings. An Offering of Step 
Ahead: A Partnership for Improved Health Care 
Communication. 

ED 372 214 
Effective Presentations: Communicating in 
Health Care Settings. An Offering of Step Ahead: 
A Partnership for Improved Health Care Com- 
munication. 

ED 372 216 
Eight Questions Frequently Asked about Ques- 


tioning. 

ED 373 047 
Electrical Energy. 7th and 8th Grade Agriculture 
Science Curriculum. Teacher Materials. 

ED 367 795 
Electromagnetic Spectrum. 7th and 8th Grade 
Agriculture Science Curriculum. Teacher Mate- 
rials. 


ED 367 792 
ones | Foreign Language Program in the 
Grand Blanc Community Schools, 1993-1994 
(K-3): A Practical Handbook. 

ED 368 203 
Elementary Perspectives 1: Teaching Concepts 
of Peace and Conflict. 

ED 370 873 


Energy Conservation. 7th and 8th Grade Agri- 
culture Science Curriculum. Teacher Materials. 

ED 367 796 
English as a Second Language. Level 1. 

ED 368 970 
English as a Second Language. Level 2. 

ED 368 971 
English Computer Critical Thinking Reading and 
Writing Interactive Multi-Media Programs for 
Comparison/Contrast and Analysis. 

ED 367 385 
Enter the Savings Zone. Instructional Unit. Elec- 
tronic Field Trip. 

ED 372 226 
Entreprise et Innovation. Guide d’enseignement 
Provisoire (Enterprise and Innovation. Teacher 
Resource Manual. Interim). 

ED 367 915 
Environmental and Community Health. Health 
Facts. 

ED 368 725 
Environmental Resource Guide: Air Quality. A 
Series of Classroom Activities for Grades 6-8. 

ED 370 790// 


Economies 
Resources and Environmental Integrity on 
Which They Depend? Teaching Global Issues. 
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ED 369 675 
Environs: Living in Natural and Social Worlds. 
ED 372 014 
ESL Literacy. Student Book; Teacher's Resource 


ED 368 221// 
Evaluating Children’s Writing: A Handbook of 
Communication Choices for Classroom Teach- 
ers. 
ED 370 116// 
Evaluation, the Language Arts, and the Student. 
ED 366 970 
Every Child Can Learn: Accommodating Differ- 
ences in Elementary School. 
ED 371 830 
Expanding Cooperative Learning through Group 


Investigation. 
ED 367 509// 
Experiences in ey = Tools and Techniques 
for Language Arts Methods. Sixth Edition. 
ED 370 120// 
Farm Business Management Analysis. Unit I: Es- 
tablishing a Farm Accounting System. Revised. 
Volume 25, Number 3. 
ED 366 845 
t Analysis. Unit II: 
. Revised. Volume 


Farm Business 
Analyzing the Farm 
25, Number 4. 

ED 366 846 
Favorite Labs from Outstanding Teachers. Vol- 
ume II. 

ED 370 779 
Fighting for Life in the Academy: Solutions to 
Gender Relationships from a Historical View. 

ED 370 140 


Fire Safe Together. Kindergarten. Fire Safety for 
Texans: Fire and Burn Prevention Curriculum 
Guide. 


ED 373 034 
Fire Safety: Any Time, Any Place. First Grade. 
Fire Safety for Texans: Fire and Burn Prevention 
Curriculum Gui 

ED 373 035 
Fire Safety for Consumers. Economics (High 
School). Fire Safety for Texans: Fire and Burn 
Prevention Curriculum Guide. 

ED 373 044 
Fire Safety Power. Sixth Grade. Fire Safety for 
Texans: Fire and Burn Prevention Curriculum 


Guide. 

ED 373 040 
Fire Safety's My Job. Eighth Grade. Fire Safety 
for Texans: Fire and Burn Prevention Curriculum 
Guide 

ED 373 042 
Fire Safety: Stop the Heat. Fourth Grade. Fire 
Safety for Texans: Fire and Burn Prevention Cur- 
riculum Guide. 

ED 373 038 
Fitness. Health Facts. 

ED 368 727 
Floods and Drought. An Educational Package for 
Standards 5 to 8. 

ED 370 773 
A Focus on Life Awareness for Effective 
21st Century Living in the Global Community. 

ED 370 884 
Folklore in ESL/EFL Curriculum Materials. 

ED 372 629 
Food & Environment. Teaching Global Issues. 

ED 369 673 
Foreign Language Mastery Curriculum. 

ED 369 297 
Forests & Trees. 

ED 370 776 
A Framework for Multicultural Arts Education. 
[Volume One.] 

ED 368 672 
A Framework for Multicultural Arts Education. 
Volume Two. Multicultural Arts Education 
Framework Publication Series. 

ED 368 673 


Freedom Fighters: Affective pees of the 
Language Arts. Second Edition 
ED 370 112// 

From Theory to Practice: A Set of Garment-Re- 
lated ESL Curriculum. 

ED 367 200 
The GALAXY Classroom: An Interactive, The- 
matic Approach to Literacy Instruction. 

ED 371 308 
Generations Together: A Job-Training Curricu- 
lum for Older Workers in Child Care and Related 


Materials. First Edition. 
ED 369 564// 

Geography and ing: An Integrated Ap- 
proach to Teaching ing Skills. 

ED 367 563 
Geography and the Environment: International 
Perspectives. Teacher's Resource Guide. 

ED 368 633 


George W and the Temple of Democ- 
racy. Teaching with Historic Places. 

ED 368 656 
Germany and Europe Since World War Il: Re- 
sources for Teachers. 

ED 372 022 

Ahead...And Staying There. Workplace 

Literacy Tutor Manual. 

ED 372 281 
Getting Ethical: A Resource Book for os 
Leaders. Australian Early Childhood Resource 
Booklets No. 3. 

ED 370 693 
Getting the Point: Reading in the Workplace. 

ED 368 977 
The Ghost Dance: The Indian Removal after the 
Civil War. A Unit of Study for Grades 8-12. 

ED 373 018 
Global Geography: Activities for Teaching the 
Five Themes of y (Grades 3-9). 

ED 372 976 
Global Issues for the "90s. 

ED 367 574 
Global ReLeaf. World Forests: aaee a Balance 
between Conservation and Development. A 

uide. 


ED 367 541 


A Guide for the Volunteer Tutor. 
ED 370 452 
Hacia Una Pedagogia de Solucion de Problemas 


A Handbook for Coordinators and Teachers of 
75 Hour Nurse Aide Course. Revised. 

ED 371 134 
Hazard House Workbook: A Workbook about 
Household Chemicals. Leader’s Manual. Mem- 
bers Manual. 

ED 370 792 
Health Care Assistant. Instructor [Guide.] Re- 
vised. 


ED 367 821 
Health Care Assisting Lesson Planning Guide for 
-Term Care Aide Certification. South Caro- 
lina Health Occupations Education. 
ED 371 229 
Health Framework for California Public Schools 
Kindergarten through Grade Twelve. 
ED 370 903 
Health/Home Economics Classroom Activities 
for Secondary Schools. Schools in an Aging Soci- 


ety. 

ED 369 775 
Heart Health...Your Choice. 11-14 Year Olds. 

ED 373 058 
Hearty Habits. Don’t Eat Your Heart Out. 15-18 
Year Olds. 

ED 373 059 
Heat Energy. 7th and 8th Grade Agriculture Sci- 
ence Curriculum. Teacher Materials. 

ED 367 791 


Helping Adults to Spell. 

ED 371 234 
Helping Learning Disabled Adults Spe- 
> - aaa Techniques. Final Report. 1992- 
1993. 

ED 368 878 
Helping Them Learn To Spell. PEN 94. 

ED 369 065 
Help! They Don’t Speak Starter Kit for 
Teachers of Young Adults. Revised. 

ED 372 890 
HIV Prevention. Health Facts. 

ED 368 731 
Home Alone and Doing Fine: A Guide for Young 
People in Self-Care. 
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ED 372 824// 

Home-Based Family Literacy Mentoring. A 
Guide for Head Start Teachers. 

ED 372 290 
Homelessness: A Resource Guide for Grades 
1-12. Helping Children and Youth To Under- 
stand and Be Involved. 

ED 372 834 
Hospitality and Industry Program: Culinary Arts 
Transition. 

ED 372 200 
How To Teach with Topographic Maps. 

ED 370 796 
Humpties: Parts of Speech with “Eggceptional” 


Personalities. 

ED 367 985// 
I Can Problem Solve: An Interpersonal Cognitive 
Problem-Solving Program. Intermediate Elemen- 
tary Grades. 

ED 370 851// 


I Can Problem Solve: An Interpersonal Cognitive 
Problem Solving Program. Kindergarten and Pri- 
mary Grades. 
ED 370 850// 
I Can Problem Solve: An Interpersonal Cognitive 
Problem-Solving Program. Preschool. 
ED 370 849// 
Ideas for Inclusion: The Classroom Teacher's 
Guide to Integrating Students with Severe Dis- 
abilities. 
ED 367 094 
Ideas That Work for ABE. Activities and Re- 
sources for Competency-Based Adult Basic Edu- 
cation. 
ED 367 859 
If It Is To Be, It Is Up to Me To Do It: Overcom- 
ing My Reading/Spelling Problems Not in One 
Day but in 180 Days. A Book for Adults (from 
6 to 96) Being Assisted by a Volunteer Tutor 


Being 
(Such as a Family Member). 


ED 372 381// 
If It Is To Be, It Is Up to Me To Help: Helping 
Anyone Overcome Reading/Spelling Problems. 
A Tutor’s Text for Volunteer Tutors Such as Par- 
ents, Spouses, or Friends of Dysiexics. 
ED 372 380// 
If It Is To Be, It Is Up to Us To Help: Helping 
Volunteers Become Reading/Spelling Tutors 
Not in One Session but in Seven or More. A 
Lesson Plan Book for Teachers To Train Volun- 
teers (Such as Family Members) To Assist in the 
Learning-to-Read Process. 
ED 372 379// 
Improve Your Future, Deal with Your Present, 
Understand Your Past: A Rationale and Survival 
Curriculum for Prisons and Jails. 
ED 369 906 
Improving Characterization in Scene Study, in a 
Magnet Middle School, through Learning Di- 
recting Skills. 
ED 367 006 
Improving Student Achievement. a, 
Challenges, and Choices. Florida K-12 Social 
Studies Program of Study. 
ED 372 975 
Inclusive Early Childhood Education: A Model 
Classroom. 
ED 369 214// 
Individualizing Language Strategies Using CON- 
SULT-L 
ED 371 329 
Informal Literacy Assessment: An Organized 
Meld of Evaluative Information. 
ED 366 936 
Injury and Violence Prevention. Health Facts. 
ED 368 726 
An In-Service Math Instruction Program for Tu- 
tors. Final Report. 
ED 368 879 
Inspiring Active Learning: A Handbook for 
Teac " 
ED 368 709 
pray eee | ting Classroom Discussion into the Writ- 


ED 366 964 
Integrating Environmental Education in Second 
Language Instruction. Occasional Paper No. 46. 
ED 367 129 
Integrating Environmental Education into the 
School Curriculum. Workshop Resource Manual. 
ED 371 947 
Integrating Mathematics, Science and Language: 
An Instructional Program. Volume 1, Grades 


K-1. 
ED 368 200 
ag Mathematics, Science, and Lan- 
tional Program (Volume 2, 


ED 368 201 
Integrating Reading and Writing through Chil- 
dren's Literature. A Longwood Professional 
Book. 


ED 371 315// 

Integrating Vocational Competencies and Math 
Skills. Industrial Education. 

ED 367 820 
Integrating World Systems Analysis and Depen- 
dency Theory into World History at the Under- 
graduate and High School Levels. 

ED 372 984 
Interactive Television Teaching and Learning: 
An Institute for Teachers. 

ED 372 732 
Internationalizing a Business Communication 
Course. Draft. 


ED 367 028 

Into Adolescence: Learning about HIV. Curricu- 

lum for Grades 5-8. Contemporary Health Series. 

aw Guide] Revised Edition. Student 
orkbook. 


ED 367 627 
Introducing Gender Communication into the Ba- 
sic Business Communication Course. 

ED 367 037 
Introduction to Financial Projection Models. 
Business Management Instructional Software. 

ED 371 147 
Introduction to International Trade. 

ED 371 156 
An Introduction to Numeracy Teaching. 

ED 368 913 
Introduction to Surgical Technology. Teacher 

ED 369 998 
Investigating and Evaluating Environmental Is- 
sues and Actions: Skill Development Modules. 

ED 368 557 
Is Science a Possible Career for You? A Science 
Career Development Program Especially De- 
signed for Deaf Students. Teacher/Counselor 
Guide. 


ED 370 305 
IT & Basic Skills. A Training Pack for Tutors. 
ED 371 235 
It's More Than Reading Real Books! Ten Ways 
to Enhance the Implementation of Literature- 
Based Instruction. 
ED 366 979 
I Want To Learn What I Want To Learn in the 
Way I Choose To Learn It: Using Learning Con- 
tracts. 
ED 372 038 
Job Task Analysis. 
ED 369 955 
Journaling: E ts in Reading, Writing, 
and Thinking. Teaching Strategies. 
ED 371 387// 
Kansas Curricular Standards for Science. 
ED 370 765 
Kansas Mathematics Curriculum Standards. 
Mathematical Power for All Kansans. Revised. 
ED 368 546 
Keeping in Touch: Using Interactive Writing 
with Young Children. 
ED 367 996// 
Keeping the Peace: Practicing Cooperation and 
Conflict Resolution with Preschoolers. 
ED 372 827 
Kids Come in All Languages: Reading Instruc- 
tion for ESL Students. 
ED 367 955 
A Knock at the Door. The Oryx Multicultural 
Folktale Series. 
ED 368 638// 
K-12 Developmental Guidance & Counseling 
Curriculum. Volume II: Middle /Junior High 6-8. 
ED 366 888 
Lake Layers: Stratification. 
ED 372 908 
Language and Content: The Case of Law. 
ED 368 177 
Language and Literacy Development in Children 
Are Deaf. 


ED 370 310// 
Language Arts Core Curriculum: Secondary 
Core Curriculum Standards. Lotebs 7-12, Lan- 


Publication Type Index 


guage Arts (Drama). Revised. 

ED 367 994 
Language Diversity in a Complex Classroom: 
Teaching Teachers Linguistic Tolerance. 

ED 372 385 
Language Teaching Techniques. Resource Hand- 
book Number 1, Second, Revised Edition. 

ED 371 596 
Leadership Enhancement for the Active Retired: 
A Community Leadership Training Manual. 

ED 370 726 
Leadership for 2001: Teaching Leadership in 
Communication Behaviors. 

ED 368 018 
Leadership Manual—Current Issues. Instructor's 
Guide. 

ED 368 601 
Learncycle: Bridging the Special Education 
Mainstream Gap. Teacher’s Manual. Revised. 

ED 370 326 
Learner Support Strategies: An Integrated Ap- 
proach. 

ED 369 463 
Learning Disabilities: Learner-Centered Ap- 
proaches. Training Packet for a Three-Session 
Workshop. Study of ABE/ESL Instructor Train- 
ing Approaches. 

ED 368 943 


Learning Phonics and Spelling in a Whole Lan- 
guage Classroom. Teaching Strategies. 
ED 371 338// 
Learning Strategies in Japanese Foreign Lan- 
guage Instruction. High School and College Re- 
source Guides, 1992-1993. 
ED 370 347 
Learning Together and Alone. Cooperative, 
Competitive, and Individualistic Learning. 
Fourth Edition. 
ED 369 778// 
Learning Together in the Multicultural Class- 
room. Pippin Teacher's Library. 
ED 371 412// 
Lesson Plans on African History and Geography: 
A Teaching Resource. 
ED 370 854 
Lessons on Rights and Responsibilities. 
ED 367 199 
Lessons To Enhance Achievement and Develop 
Student Leadership. 
ED 368 457 
Lew Hunter's Screenwriting 434. 
ED 366 977// 
Life in a Democratic a A Primary School 
Civics Course for Poland 
ED 369 683 
Life in the Past Lane: An Arts/Social Studies 
Infusion Project. 
ED 368 605 
A Lifetime for Fire Safety. Health (High School). 
Fire Safety for Texans: Fire and Burn Prevention 
Curriculum Guide. 
ED 373 043 
Linking Culture and Environment: What Can the 
Anasazi Tell Us? 
ED 369 679 
Linking Reading Assessment to Instruction: An 
Application Worktext for Elementary Classroom 
Teachers. 
ED 370 082// 
Listening Skills. Instructor/Lesson Guide. 
ED 371 151 
Literacy Development in the Early Years: Help- 
ing Children Read and Write. Second Edition. 
ED 369 048// 
Literature-Based Social Studies: Children’s 
Books & Activities To Enrich the K-5 Curricu- 
lum. 
ED 369 708// 
= oe of War and Peace. Section III: Why 
War? 


ED 370 817 
Literature of War and Peace. Section II: Survival 
and Afterward. 

ED 370 816 
Literature of War and Peace. Section IV: A 
Man's Bound to Fight for What He Believes In. 

ED 370 818 
Literature of War and Peace. Section I: “...What 
They Are Running From and To, and Why.” 

ED 370 815 
Literature of War and Peace. Section V: The Indi- 
vidual and the State. 

ED 370 819 





Publication Type Index 


Living Classrooms: Learning Guide for Famous 
& Historic Trees. 

. ‘ ED 368 569 
Logo Learning: Strategies for Assessing Content 
and Process. 


ED 367 295 
Maine Music Curriculum and Standards Guide 
K-12 Classroom Vocal Instrumental. 

ED 370 859 


ED 372 517 
Making Me Fire Safe. Second Grade. Fire Safety 
ya Fire and Burn Prevention Curriculum 


ED 373 036 
Making Our School a Peaceful Community: A 
Curriculum Guide on Conflict Resolution for 
Classroom Guidance in Grades K-5. 

ED 370 710 
Making the Most of World Wise Schools: An 
Activity Guide for Teachers. 

ED 369 712 
Making the Point: Writing in the Workplace. 

ED 368 983 
Manual of Teaching Activities for Pregnant and 
Parenting Adolescent Mothers in Preparation for 
the G.E.D. Exam. 

ED 370 443 
Maryland and Your World. 

ED 372 997 
Materials for Tutor Training in an ESL Program 
for Migrant Workers: A Handbook. 

ED 372 659 
Math Activities Using LogoWriter—Investiga- 
tions. 

ED 372 921 
Math Activities Using LogoWriter-Numbers & 
Operations. 

ED 372 920 


Math Activities Using LogoWriter—Patterns and 
Designs. 


ED 372 922 
Mathematics: Strategic Problem Solving. Train- 
- Packet for a Two-Session Workshop. Study of 
ABE/ESL Instructor Training Approaches. 

ED 368 944 
Mathematics 9-12. Teacher Handbook. | 
Carolina 


ED 372 910 
Math Lab. 
Math on the Job. 

ED 368 986 
Mechanical Advantage. 7th and 8th Grade Agri- 
culture Science Curriculum. Teacher Materials. 

ED 367 794 
Mechanical Drafting with CAD. Teacher Edi- 
tion. 

ED 370 000 


ED 368 985 


Media: Eyeing the News. 
ED 367 031 
Medication Manager for Child Caring Facilities, 
MR (Less than 15 Bed Facilities), Supervised 
Apartment Living. 
ED 371 131 


Memory Enhancement for Educators. Fastback 


365. 
ED 368 734 
Mental and Emotional Health. Health Facts. 
ED 368 728 
Meteorology: Project Earth Science. 
ED 370 795 
Militarism Versus Development. Teaching 
Issues. 


Global 

ED 369 674 
The Mindful School: How To Assess Thoughtful 
Outcomes. K-College. 

ED 371 880 


Model for Infusing a Global Perspective into the 
Curriculum. 
ED 367 575 


Monitoring Student Progress. Training Packet 
for a Two-Session Workshop. Study of ABE/ 
ESL Instructor Training Approaches. 

ED 368 945 


Moral Development: Making the Connection be- 
tween Choices, Responsibility and Self-Esteem. 

ED 369 555 
More than the Sum of the Parts: Using Small 
Group Learning in Adult Basic and Literacy Ed- 
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ucation. A 353 Special Demonstration Project. 
os . - ED 368 905 
otivation To Learn: From Theory to Practice. 

Second Edition. 
ED 369 773// 


Mr. Stinson’s Vietnam: Moral Ambiguity in the 
rary Aan omg Teaching Cases in Cross-Cul- 
jucation, No. 11. 
ED 369 701 
Multi-Arts Resource Guide. Revised [and] [vid- 
eotapes I and Il]. 
ED 370 330 


Multimedia Technology and Kid TV: A New Ap- 
Learning. 


proach to 

ED 371 544 
Music Basic Skills. 

ED 367 569 


Neue Spiele fuer den Deutschunterricht (New 
Games for the German Classroom). 

ED 367 140 
Newspapers. Resource Books for Teachers Se- 
ries. 

ED 372 639// 

No Kidding Around! America’s Young Activists 
Are Changing Our World and You Can Too. 

ED 368 595 
The No Waste Anthology: A Teacher’s Guide to 
Environmental Activities K-12. 

ED 368 568 
Nutrients in the Great Lakes. Teacher’s Guide 
and Student Workbook. 

ED 372 909 
Nutrition. Health Facts. 

ED 368 724 
Occupational Preparation. Module 1: Self-As- 
sessment. Instructor Guide. Student Guide. 

ED 367 823 
Occupational Preparation. Module 2: Career Ex- 
ploration. Instructor Guide. Student Guide. 

ED 367 824 
Occupational Preparation. Module 3: Life Skills. 
Instructor Guide. Student Guide. 

ED 367 825 
Occupational Preparation V. Module. 
Instructor Manual. Student Manual. Revised. 

ED 367 817 
Federally-Recognized Indian 

ED 370 753 
Order & Diversity in the Living World: Teaching 
Taxonomy & Systematics in Sc 


Oklahoma's 
Tribes. 


ED 369 654 
Padilla Bay: The Estuary Guide. Level 1. Publica- 
tion No. 93-108. 

ED 370 803 
Padilla Bay: The Estuary Guide. Level 2. 

ED 371 941 
PALS. Partners in Active Learning Support. The 
National FFA Mentoring Program. Training Ma- 


terial. 

ED 369 985 
Parents as Teachers Project. Learning Styles. 

ED 367 862 
Parent Time Curriculum Guide: A Learning Ac- 
tivities Guide for the PACE Family Literacy Pro- 
gram. 

ED 370 701 
Participant Guide to Close Up North Dakota. 

ED 368 583 
Participatory Staff Development: Lessons from 
Peers. Special Demonstration Project. Final Re- 


port. 
ED 368 883 
Passing It On-Folk Artists and Education in 
Cumberland County, New Jersey. 
ED 369 671 


Perspectives of Hands-On Science Teaching. 
ED 372 926 
Physics Examinations for University Entrance. 
An International Study. sseny 9 and Technology 
Education Document Series 4 
ED 371 957 


Planet Patrol. An Environmental Unit on Solid 
Waste Solutions for Grades 4-6. 

ED 367 549 
Planning for Instruction. Training Packet for a 
Two-Session Workshop. Study of ABE/ESL In- 
structor Training Approaches. 

ED 368 946 


Planning for Success on the Job. Instructor's 
Guide. 


ED 372 253// 
Plant Growth and Development: An Outline for 


a Unit Structured Around the Life Cycle of 
Rapid-Cycling Brassica Rapa. 
ED ~/ = 


Play and Humor in the College Classroom: U: 
Play as a Teaching Technique in Smcpement 
Communication Classes. 


ED 372 442 

Portfolio Assessment: Getting Started. Teaching 
Strategies. 

ED 371 339// 


Portfolio Assessment in Foreign Language, Pilot 


Project. 

ED 368 197 
Positive Approaches: A Sexuality > ene for 
Teaching Developmentally Disabled P. 

ED 369 369 215 


Positively Fire Safe. Third Grade. Fire Safety for 
Texans: Fire and Burn Prevention Curriculum 


ED 373 037 
The Power of Maps. Resource Guide for Teach- 
ers. 


ED 371 981 
The Power of Numbers. A Teacher’s Guide to 
Mathematics in a Social Studies Context. An In- 
terdisciplinary Curriculum. 

ED 370 872 
Practical Concerns of Limited Income Families: 
An Adult Home Economics Curriculum. 

ED 371 196 
Pre-biueprint Math. 

ED 368 987 
Preparing to Succeed in Marketing. [Curriculum 
Guide and] Answer Book/Teacher’s Guide. 

ED 366 765 
Presentation Skills. 

ED 368 972 
Pretend Play: A Natural Path to Learning. Aus- 
_— Early Childhood Resource Booklets No. 


ED 370 690 
The Primary Program: Growing and Learning in 
the Heartland. 

ED 367 447 


Primary Science and Technology. 
ED 372 957// 
Priority Academic Student Skills: A Core Curric- 
ulum for Our Children’s Future. 
ED 371 993 


Problem Solving. 
ED 368 973 


Problem-Solving Models for Computer Literacy: 
Getting Smarter at Solving Problems. Teacher 
Lesson Plans. 


ED 367 287 
Program for Infant/Toddler Caregivers. Trainer's 
Manual, Module II: Group Care. 

ED 367 488 


Program for Infant/Toddler Caregivers. Trainer's 
Manual, Module I: Social-Emotional Growth 
and Socialization. 
ED 367 487 
Projekt Programu Ksztalcenia 
Obywatelskiego (Proposed Ci 
riculum for Primary and Secondary Schools). 
ED 370 863 
Protest & Patriotism. A History of Dissent and 


Reform. 

ED 373 013 
Quincentennial of Evangelization: A Time for 
Reflection and Action. 

ED 370 827 
Reaching Adult Learners with Language 


Strategies. 

ED 366 917// 
Readers’ Workshop: Real Reading. New Direc- 
tions. 


ED 371 337// 
Reading Aloud: A Neglected Strategy for Older 


Students. 

ED 367 971 
Reading and Math. 

ED 369 954 
Reading and Writing Effectively. 
Reading and Writing Il. 
Reading Field Experience Program. 
Reading Lab. 

ED 368 978 


Reading Process and Prac F Socio-Psy- 
cholinguistics to Whole ty energy be Edi. 


ED 368 979 
ED 368 980 
ED 367 658 
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tion. 

ED 367 962// 
Redescubriendo America. Guia wag a 
Des-Cubriendo la Historia y de la 
quista (Rediscovering America. Teaching Guide: 
Uncovering the History and Legacy of the Con- 


quest). 

ED 372 973 
Reducing the Risk: Building Skills To Prevent 
Pregnancy, STD & HIV. Second Edition. 

ED 370 003 
Reflective Teaching in Second Language Class- 
rooms. 

ED 371 592// 

Residential Wiring. Second Edition. 

ED 371 159 
Resolving Conflict Through Mediation. 

ED 368 808 
Responsible for Fire Safety. Seventh Grade. Fire 
Safety for Texans: Fire and Burn Prevention Cur- 
riculum Gui 

ED 373 041 
Responsible Healthy Lifestyles. Summary for 
Teacher Resource File for AIDS Education. 

ED 370 898 
Results Orientated Workplace Literacy Project. 

ED 366 759 
The Rights of Children in Japan: A Teaching 
Unit for the Upper Elementary Grades (4-6). 

ED 372 002 
The Right to Understand: Linking Literacy to 
Health and Safety Training. 

ED 367 884 
Rockets: Physical Science Teacher’s Guide with 
Activities. 

ED 370 809 
The Role of Metacognition in Reading Compre- 
hension: Implications for Instruction. Literacy 
Research Report No. 19 


ED 371 291 
Rural Poverty: A Teaching Guide and Source- 
book. 


ED 370 751 
Schools in an Aging Society: — Arts 
Classroom Activities for Secondary Schools. 
ED 366 959 
Sciences-Secondaire Deuxieme Cycle: Guide 
d’enseignement (Teaching Guide for the Second 
Cycle of Secondary School Science). 

ED 370 793 
S.C.O.R.E. Sales and Customer Service Occupa- 
tional Readiness Education. Manuals. 

ED 369 957 
Segundo Paso. Grados Iro - 3ro (Second Step. 
Grades 1-3). 

ED 371 068 
Segundo Paso. Grados 4to - Sto (Second Step. 
Grades 4-5). 

ED 371 069 
Segundo Paso. Jardin de Ninos (Second Step. A 
Violence-Prevention Curriculum). 

ED 371 067 
Seminar Methods in Middle School Literature. 

ED 366 969 
Services for the Elderly. C urriculum Guide. Aca- 
demic Integration S ¢ Ser- 
vices for the Elderly ‘Student Activity Book. 

ED 369 895 
The Seven Module Curriculum on Aging, Vision 
Loss and Independent Living Skills. A Training 
Model To Teach Community Outreach Workers 
To Train Elderly Blind and Visually Impaired 
American Indians Independent Living Skills: Fo- 
cus on Family Rehabilitation. 





ED 368 513 
Sex Can Wait: An Abstinence-Based Sexuality 
Curriculum for High School. 

ED 370 949 
Sex Can Wait: An Abstinence-Based Sexuality 
Curriculum for Middle School. 

ED 370 948 
Sex Can Wait: An Abstinence-Based Sexuality 
Curriculum for Upper Elementary School. 

ED 370 947 
Sexuality. Health Facts. 

ED 368 733 
Shkola (School). Ukrainian as a Second Lan- 
guage. Grade Seven Teaching Unit. 

ED 370 348 
Skemp Activities for the Intelligent Learning of 
Mathematics. 

ED 371 542 
Skills for Drug-Free Living Curriculum Guide. 


Future Quest. 
ED 369 250 


Small Groups in Writing Workshops: Invitations 
to a Writer's Life. 

ED 372 389 
Smart Consumer Lesson Plans. 

ED 367 848 
Social Skills Development Activity Manual. 

ED 370 700 
Social Studies Classroom Activities for Second- 
ary Schools. Schools in an Aging Society. 

ED 370 875 
Social Studies Curriculum Resource Handbook. 
A Practical Guide for K-12 Social Studies Curric- 
ulum. 

ED 372 972// 

Solar Energy. 7th and 8th Grade Agriculture Sci- 
ence Curriculum. Teacher Materials. 

ED 367 793 
The South Carolina Framework for Music Edu- 
cation. 

ED 368 667 
South Carolina Guide for Industrial Technology 
Education. 

ED 371 230 
South Carolina Visual and Performing Arts Cur- 
riculum Framework. Field Review Draft. 

ED 368 655 
Speaking across the Curriculum as an Alternative 

t Process. 

ED 368 026 
Speaking and the Pupil. 

ED 372 420 
Spell, Say, and Write—A Synthesis of the Phonics 
and Whole Word Systems: A Beginner's Work- 
book for School or Home Study. 


SQ 10 R. 

ED 366 924 
Staying in the Game: Making Conversation in 
the Classroom. 


ED 370 089 


ED 368 174 
STD Prevention. Health Facts. 

ED 368 730 
Straight Talk: Communicating in Health Care 
Settings. An Offering of Step Ahead: A Partner- 
ship for Improved Health Care Communication. 

ED 372 218 
Stress Management. 

ED 368 974 
Stride Toward Freedom: The Aftermath of 
Brown v. Board of Education of Topeka. A Unit 
of Study for Grades 9-12. 

ED 373 017 
String Things. 

ED 372 993 
The Struggle for Peace in Bosnia: Considering 
U.S. Options. Choices for the 21st Century. Al- 
ternatives for Public Debate and Policy Develop- 
ment. 

ED 371 965 
Student Activities in Meteorology: SAM. Ver- 
sion 2. 

ED 372 955 
Student Legal Issues. Final Report. 

ED 368 885 
A Study of Developmentally Appropriate Curric- 
ulum for 3-Year-Olds. 

ED 372 838 
Substance Abuse Prevention and Geography. 
Teacher's Resource Guide. 

ED 368 627 
Success Stories: Minimum Competencies for 
Early Adolescents. Family & Consumer Educa- 
tion: Home Economics in the Middle School. 

ED 371 132 
Supporting Transition to Adulthood: A Staff 
Training Package for Practitioners Working with 
Students with Severe Physical Disabilities. 

ED 368 137 
Surgical Techniques. Second Edition. Teacher 
Edition. 

ED 369 999 
Sustainable Development, Grades 5 to 8: Caring 
for the World. Curriculum Support for Social 
Studies and Science Teachers. 

ED 371 969 
Taking Part: An Elementary Curriculum in the 
Participation Series. 

ED 369 714 
Taking the Language Home. 353 Special Demon- 
stration Project Report and Handbook. 

ED 370 454 


Publication Type Index 


Tasks and Language Learning: Integrating The- 
ory and Practice. Multilingual Matters 93. 
ED 368 167// 
Teaching about Haiti. 
ED 370 822 
Teaching and Assessing Writing: Recent Ad- 
vances in Understanding, Evaluating, and Im- 
proving Student Performance. Second Edition, 
Revised and Expanded. 
ED 369 090// 
Teaching Children to Care: Management in the 
Responsive Classroom. 
ED 369 531 
Teaching Critical Reading with “I, Rigoberta 
Menchu.” 
ED 372 373 
Teaching Critical Thinking Skills in Biology. 
ED 369 655 
Teaching English Creatively. Second Edition. 
ED 371 386// 
Teaching for Oral Proficiency in French: A 
Teacher's Manual To Accompany Foreign Lan- 
guage Master Curriculum. 
ED 369 299 
Teaching for Oral ys in German: A 
Teacher's M 1 To Accompany Foreign Lan- 
guage Master Curriculum. 








ED 369 298 
Teaching for Oral Proficiency in Spanish: A 
Teacher's Manual To Accompany Foreign Lan- 
guage Master Curriculum. 
ED 369 300 
Teaching Graphic Design in All Subjects. 
ED 367 298 
Teaching Kids To Care: Exploring Values 
through Literature and Inquiry. 
ED 372 414 
Teaching Language Minority Students through 
the Newspapers. 
ED 367 172 
Teaching Reading Using Literature. 
ED 366 913// 
Teaching Social Studies in Grades K-8. Informa- 
tion, Ideas, and Resources for Classroom Teach- 
ers. 
ED 370 871// 
Teaching Strategies: Education of Children with 
Attention Deficit Disorder. 
ED 370 332 
Teaching Strategies for Multilevel ESL Classes. 
Facilitator's Guide. 
ED 367 198 
Teaching the Language Arts: Expanding Think- 
ing through Student-Centered Instruction. 
ED 366 943// 
Teaching Them To Read. Sixth Edition. 
ED 366 904// 
Teaching to Diversity: Teaching and Learning in 
the Multi-Ethnic Classroom. 
ED 370 403// 
Teaching to the Heart: An Affective Approach to 
Literacy Instruction. Second Edition. 
ED 370 077// 
Teaching ane A Workshop Approach. 
Grades 2-6 
ED 371 388// 
Team Learning. Training Packet for a Three-Ses- 
sion Workshop. Study of ABE/ESL Instructor 
Training Approaches. 
ED 368 947 
The TEAM Notebook: Teachers’ Environmental 
Action Manual. 
ED 371 939 
Technical Writing: A Reader-Centered Ap- 
proach. Second Edition. 
ED 366 990// 
Technological Innovations and the English Cur- 
riculum. 
ED 372 396 
Technology Assisted Teaching Techniques. Re- 
source Handbook Number 5 
ED 371 569 
Technology-Life-Careers. Guidance Curricu- 
lum. Middle/Junior High Schools. Second Edi- 
tion. 
ED 369 894 
Telecommunications in the Workplace. 
ED 368 975 
Tell Me: Children, Reading & Talk. 
ED 369 064 
Theme Immersion: Inquiry-Based Curriculum in 
Elementary and Middle Schools. 
ED 370 100// 





Publication Type Index 


A Thinker Tool: for the Jolly Postman or Other 
People’s Letters; for the Paper Bag Princess; for 
Pigs; for the Velveteen Rabbit. 

ED 371 859 
Time Management. 


To Live in a Multicultural World. 

ED 369 668// 
Towards a Gender-Fair Education in the 
CEGEPs. 


ED 368 976 


ED 371 780 
Trade Book Significance: The Spice for Content 
Area Usage. 

ED 370 076 
Trails, Tails & Tidepools in Pails. Over 100 Fun 
and Easy Nature Activities for Families and 
— To Share with Babies and Young Chil- 

ren. 
ED 370 752// 

Training Students Formally: A Rationale for a 
Three Credit Course. 

ED 370 109 
Trash Conflicts: A Science and Social Studies 
Curriculum on the Ethics of Disposal. An Inter- 
disciplinary Curriculum. 

ED 372 982 
TRW Communications on the Job I-Il. [Em- 
ployee Manual and] Facilitator Manual. 

ED 366 760 
Turtle Power: Beginning Graphics with “Logo- 
Writer.” 

ED 367 288 
TUTOR: A Collaborative Approach to Literacy 
Instruction. Seventh Edition. 


ED 367 809 
The UIC Therapeutic Partnership Project. Final 
Report. 


ED 372 531 
Understanding American History through Chil- 
dren's Literature: Instructional Units and Activi- 
ties for Grades K-8. 
ED 372 412// 
United Nations Day, 24 October. 
ED 368 612 
Use of Case Studies for Stimulating Thinking and 
Learning. 
ED 366 956 
Using a Microcomputer in the Classroom. Third 
Edition. 
ED 367 310// 
Using Captioned TV for Teaching Reading. 
FASTBACK 359. 
ED 366 935 
Using Case Studies in the Introductory Public 
Relations Course. 
ED 367 025 
Using Children’s Literature To Develop Core 
Values. Fastabck 362. 
ED 366 992 
Using Community Resources. Workshop Re- 
source Manual. 
ED 371 949 
Using Feedback and Reflection as Tools in Bridg- 
ing the Theory-Practice Link in Language 
Teacher Training at the Primary Level. 
ED 369 282 
Using Folk Literature in the Classroom: Encour- 
aging Children To Read and Write. 
ED 371 379// 
Using Human Interest Stories To Demonstrate 
Relevant Concepts in the Public Speaking Class- 
room. 
ED 372 438 
Utah’ s Best Project: Behavioral and Educational 
for Teach Technical Assistance 
Manuals, Edited Versions. 





ED 369 760 
Visual Arts Activities, K-6. North Dakota Arts 
Curriculum Project. 

ED 370 837 
Vocabulary Acquisition: A New Instructional 
Method in the College Developmental Read- 
ing-Writing Classroom. 

ED 370 079 
Volunteers and Teachers in the Classroom. 
Training Packet for a Two-Session Workshop. 
Study of ABE/ESL Instructor Training Ap- 


proaches. 

ED 368 949 
Washington State Core Competencies Model 
Curriculum: English as a Second Language, Level 
1A/1B, Version 1.0. 

ED 370 442 
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Water Matters: Every Day, Everywhere, Every 
Way. Teacher's Handbook. 

ED 371 991 
The Way We Were... The Way We CAN Be: A 
Vision for the Middle School through Integrated 
Thematic Instruction. Second Edition 

ED 371 906 
We All Go Together. Creative Activities for Chil- 
dren To Use with Multicultural Folksongs. 

ED 368 658// 

What a Waste! A Teacher's Resource for Inte- 
grating the Solid Waste Crisis into the Classroom. 

ED 367 550 
What Science Education Really Says about Com- 
munication of Science Concepts. 

ED 372 455 
What To Do with The Kid Who... Developing 
Cooperation, Self-Discipline, and Responsibility 
in the Classroom. K-12. 

ED 370 709 
When Bonds Are Broken. Family Literacy for 
Incarcerated Fathers and Their Children. Year 
Two. Project # 98-4004. 

ED 367 874 
Whole Language Approach. Study of ABE/ESL 
Instructor Training Approaches. 

ED 368 948 
Whole Language Strategies for Secondary Stu- 
dents. 


ED 366 903// 
Whole Teaching: Keeping Children in the Center 
of Curriculum and Instruction. SDE Sourcebook. 
6th Edition. 
ED 367 466// 
The “WHOOPS! Quotient” and the Wheel of 
Right Action: Interactive Methods for Teaching 
Ethics and Values in the Classroom. 
ED 369 123 
Why Won't My Torch Work? Physics for 4 to 8 
Year Olds. Australian Early Childhood Resource 
Booklets No. 1 
ED 370 691 
Winning through Student Participation in Lesson 
Closure. 


ED 368 694 
Women of Color in Film and Using Short Film in 
the Classroom. 

ED 367 030 
Word History: A Resource Book for the Teacher. 

ED 367 988 
Words, Science and Learning. Developing Sci- 
ence and Technology Series. 

ED 371 952 
Workplace Educational Skills Analysis. Training 
Guide Supplement. 

ED 369 977 
World History and Geography: Medieval and 
Early Modern Times. Course Models for the His- 
tory-Social Science Framework, Grade 7. 

ED 373 008 
A World of Maps and Travel. An Interdisciplin- 
ary Curriculum and Resource Packet Designed 
for Secondary Students. 

ED 369 725 
WOW! The Wonders of Wetlands. An Educa- 
tor’s Guide. 

ED 371 944// 

The Write Stuff: Memos and Short Reports. An 
Offering of Step Ahead: A Partnership for Im- 
proved Heaith Care Communication. 

ED 372 219 
Writing Articulation and Assessment. 

ED 367 995 
The Writing Workshop and the Adult Learner. 

ED 369 975 
450 More Story Stretchers for the Primary 
Grades: Activities To Expand Children’s Favor- 
ite Books. 

ED 370 095// 
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A.A./N.A. Student/Tutor Training. Final Re- 
port. 


ED 367 871 
Academic Alliances, You Can Do It Too. 

ED 369 588 
Academic Discourse and Critical Consciousness. 

ED 367 979// 

Access and Affordability: Strategic Financial 
Perspectives for Independent Schools. 

ED 369 145 
Accessing Parent Groups: A Parent's Guide. 

ED 370 272 


Accommodating Assessment and Learning: Uti- 
lizing Portfolios in Teacher Education with Pres- 
ervice Teachers 

ED 368 551 
Accountability and the Movement to Perfor- 
mance Indicators: The South Carolina Experi- 
ence [and] Guidelines for Institutional 
Effectiveness. 

ED 371 784 
The Acculturation Model: The Theory and Its 
Implications for Classroom Language Acquisi- 
tion. 

ED 369 272 
Achieving Equity and Excellence through Im- 
proved Assessment. 

ED 371 489 
Achieving Equity in the Secondary Schools of 
Texas...A Closer Look. 

ED 366 824 
A+chieving Excellence. A Parent's Guide to 
Site-Based Decision Making. Noteworthy = 
A+ Icanzar la Excelencia. Un manual para padres 
sobre como hacer decisiones. Notable. 

ED 370 157 
Action Learning. A Practitioner's Guide. 

ED 371 170// 
Active Learning in a Family Day Care Setting. 
ED 369 544// 

Adapting Standardized Content to Diverse Stu- 
dents. 

ED 366 827 
Administration Guide for the Opinions about 
Deaf People Scale: A Scale To Measure Hearing 
Adults’ Beliefs about the Capabilities of Deaf 
Adults. 

ED 372 122 
Administrative Careers Serving the Environ- 


ED 367 547 
Administrative Flexibility Granted to the Uni- 
versity of Hawaii and the Department of Educa- 
tion. Final Report to the Governor and the 
Legislative of the State of Hawaii. 

ED 369 166 
Adult Intervention: Appropriate Strategies for 
Enriching the Quality of Children’s Play. 

ED 371 844 
Adult Literacy Programs: Guidelines for Effec- 
tiveness. 

ED 372 260 
Advocating for Young Children with Disabilities. 

ED 370 324 
Affirmative Action Plan. 

ED 372 498 
African-American Literature: Finding Biographi- 
cal and Critical Sources. 

ED 366 975 
An Agricultural Library: Its Start and Manage- 
ment. Publication 50. 

ED 371 770 
AIDS/HIV Infection Policies for Early Child- 
hood and School Settings. 

ED 371 881 
The Alaska School Foundation Funding Pro- 
gram: A Review. 

ED 368 051 
Alternative Assessment Methodologies for 
Workplace Education Programs. 

ED 369 976 
Americans With Disabilities Act (ADA) and the 
Disabled Student in Medical School: Guidelines 
for Medical Schools. 

ED 370 491 
Analysing the Instructional Setting: Environ- 
mental Analysis. 

ED 372 492// 

Apprenticeship Reference Guide. Third Edition. 

ED 368 864 
Approaches to Partnerships: Who Shares Wins. 

ED 369 934 
Art Is for Everyone. 

ED 371 498 
Assessing Faculty Work: Enhancing Individual 
and Institutional Performance. Jossey-Bass 
Higher and Adult Education Series. 

ED 368 305// 

Assessing the Climate of Science Laboratory 
Classes. 


ED 369 657 
Assessing the Development of Preschoolers. 
ERIC Digest. 

ED 372 875 


Assessment and Tr of E ional or Be- 
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havioral Disorders. 


ED 367 111// 
Assessment! Assessment! ! Kansas 
Quality Performance Accreditation (QPA). 
ED 370 907 
Assessment of Workplace Literacy. Asking New 
Questions. Project REACH. 
ED 372 286 


Attention Deficit Disorder: Adding Up the Facts. 

ED 370 334 
Attention Deficit Disorder: Beyond the Myths. 

ED 370 335 
Attention Deficit Disorder: What Parents Should 
Know. 

ED 370 337 
Attention Deficit Disorder: What Teachers 
Should Know. 

ED 370 336 


Attention Immigrant Parents: Send Your Chil- 
dren to School = Atencion Padres Immigrantes: 
Manden sus Ninos a la Esucela = Nhung Cha 
 ~Ageaaar meetin Dem Con Ban Toi Truong 
joc. 
ED 371 915 
Automating Preservation in the 
ARL Libraries. SPEC Kit 198. 

ED 368 389 
Bad Test...Good Test: Classroom 
Tests To Accommodate Disabled 
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ED 367 933 
The Elementary Principal's Handbook: A Guide 
to Effective Action. Fourth Edition. 

ED 368 049// 

Employment at Will. School Management Advi- 
sor, Issue 23. 

ED 372 503 
Employment Basics. School Management Advi- 
sor, Issue 22. 

ED 372 502 
Encouraging Reluctant Writers in the Classroom. 

ED 368 705 
Encouraging Symbolic Play in Young Children: 
A Guide for Developing Creative and Imagina- 
tive Experiences. 

ED 369 551 
Endorsements on Teaching Certificates: K-12 
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ED 367 903 
Join Us in a Participatory Approach to Training, 
Learning & Production. A Practical Guide to the 
Action Training Model. 

ED 372 227 
Journalism Kids Do Better: What Research Tells 
Us about High School Journalism. 

ED 366 995 
Kansas Quality Performance Accreditation 
(QPA): A Resource Guide for Addressing Out- 
come 8. 

ED 369 001 
Keeping Our Children Safe: Protective Behav- 
iour Programs in Early Childhood Settings. Aus- 
tralian Early Childhood Resource Booklets No. 
2. 


ED 370 687 
Keeping Spirits High: Renewing Our Commit- 
ment to Education. 

ED 369 151 
Keeping the Lights On: Fundraising for Family 
Support Programs. 

ED 370 697 
Key Questions Related to Inclusion and Collabo- 
ration in the Schools. 

ED 370 331 
Kids to the Rescue! First Aid Techniques for 
Kids. 


ED 368 723// 
The Kindergarten Survival Handbook: The Be- 
fore School Checklist & a Guide for Parents. (El 
Manual de Como Sobrevivir El Jardin de Ninos: 
La Lista Pre-escolar y Una Guia Para Los Pa- 
dres). 


Know about Gays and Lesbians. 
ED 372 159// 


ED 372 843 


The Korean Americans. Multiethnic Reminder. 

ED 371 106 
The Kurdish Child in America: A Handbook for 
Educators. 


K-12 Developmental Guidance & Counseling 
Curriculum. Volume I: Elementary K-6. 

ED 367 916 
K-12 Developmental Guidance & i 
Curriculum. Volume III: High School 9-12. 

ED 366 889 
Lane Community College Library Policy Man- 
ual. First Edition. 

ED 371 791 


Language Sample Analysis: The Wisconsin 
Guide. Bulletin 92424. 

ED 371 528 

Leader Effectiveness Index Manual. 

ED 369 993 

Leadership in Educational Reform: An Adminis- 

trator’s Guide to Changes in Special Education. 

ED 370 341// 

p Retreats for Middle Level and Senior 
Students. 
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ED 369 032 
Learning Disabilities. 

ED 370 328 
Learning Disabilities Spectrum: ADD, ADHD, 
and LD. Proceedings of the Annual Spectrum of 
Developmental Disabilities Course (15th, 
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ED 367 112// 

Learning through Work: Designi 


ED 369 940 
Legal Aspects of Youth Apprenticeships: What 
You Should Know. 
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A Letter to Teachers: Reflections on Schooling 
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Let the Healing Begin: Breaking the Cycle of 
Child Sexual Abuse in Our Communities. 
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Libraries: The Greatest Show on Earth. 
ED 368 393 
The Library Head Start Partnership. A Guide to 
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ED 368 396 
Library of Congress Manuscripts: An Illustrated 


Guide. 
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Life Cycle Program Management and Evalua- 
tion: An Heuristic Approach. Parts 1 and 2. 
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ED 369 989 
Lifelong Values. 

ED 370 670 
Literacy Portfolio Assessment: A Resource for 
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Lives of Promise, Lives of Pain: Young Mothers 
after New Chance. 

ED 367 929 
Living Your Own Life: A Handbook for Teenag- 
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Illness or Disabilities. 
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Look of the Future: Report of the Governor's 
Committee on High School Science Laboratories 
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Magazines for Kids and Teens. A Resource for 
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Management in English Language Teaching. 
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Managing Conflict. 

ED 372 141 
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Mandated Reporting of Suspected Child Abuse: 
Ethics, Law and Policy. First Edition. 
ED 368 464// 
Many Faces, Many Ways. Multi-Cultural Diver- 
sity of Brooklyn. A Guide for Teachers. 
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Marketing & Libraries Do Mix: A Handbook for 
Libraries and Information Centers. 

ED 369 395 
Marketing Your Library Program—More than a 
PR Campaign. 

ED 368 352 
Maryland School Performance Assessment Pro- 
= 1992. Social Studies List of Outcomes and 
ndicators. 


ED 372 012 
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Standards. The ABE Math Standards Project. 
Volume |. 
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Managerial Decision Making. 
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Master Control-How Kids Can Control the Im- 
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Collected 
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Maximizing the Value of Data 


ED 370 123 
Mayville High School Work Pro- 


gram. 
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Meals without Squeals: Child Care Feeding 
Guide and Cookbook. 
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Measuring What Counts: A Guide 
for Mathematics Assessment. 
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ED 372 936 
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ments for Teacher Certification through the Ba- 
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Meeting the 
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Merging Colleges for Mutual Growth. A New 
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ED 367 242// 
Mindful of Others: Teaching Children To Teach. 


Minimum 
man Resources Communique 
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ED 370 622 


Mode! Legislation: Gifted and Talented. 
ED 372 590 
Model VESL Program oe Office Information 


ED 372 792 
Montana Family Reading Program Manual. 
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ries.” 

ED 368 348 
More Than 50 Ways To Build Team Consensus. 
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A Mother's Choice-Toys for Children with Spe- 
cial Needs. 

ED 367 088 
The Multiage Classroom: A ion. 
ED 369 574 
Multiage Classrooms: The Ungrading of Amer- 
ica’s Schools. The Multiage Resource Book. 

ED 367 464// 

The Multicultural Challenge in Health Educa- 
tion. 


ED 368 718 
Multicultural Sensitivity: A Principal's Refer- 
ence ide. 

ED 369 171 
Music. Standards of Learning Objectives for Vir- 
ginia Public Schools. 

ED 368 642 
NASA's Education Program. 

ED 370 807 
National Poison Prevention Week Promotional 
Materials. 

ED 367 456 
Native American Parents as Teachers of Their 
Children. Final Report [and] A Four-Part Work- 


ED 372 2% 
Native Americans in Fiction: A Guide to 765 
Books for Librarians and Teachers, K-9. 


ED 371 930// 
The NEA 1994 Almanac of Higher Education. 
ED 367 201 
Needed: Playleaders-The Adult's Role in Chil- 
dren's Play. 
ED 371 843 
Negligent Hiring and Retention. School Manage- 
ment Advisor, Issue 27. 
ED 372 507 
New Beginnings: A Guide to Designing Paren 
ing Programs for Refugee and Immigrant Par- 
ab. International Catholic Child Bureau Series. 
ED 367 507 
The New Circles of Learning: Cooperation in the 
Classroom and School. 


ED 369 146 

New Directions in Career Planning and the 

Workplace. Practical Strategies for Counselors. 

ED 368 854// 

The New Leaders: Guidelines on Leadership Di- 

versity in America. Jossey-Bass Management Se- 
ries. 


ED 371 454// 
A New Look at Contextualization and Applica- 
ion: A Comprehensive Pedagogical Strategy for 
Business German. 
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ED 370 390 
The New Professor's Handbook. A Guide to 
Teaching and Research in Engineering and Sci- 
ence. 

ED 372 685// 

New York Is Reading Country: Manual. 1992 
New York State Summer Reading Program. 

ED 368 368 
NLS Handbook 1994. The National Longitudi- 
na! Surveys. 


NLS Users’ Guide 1994. 


ED 371 179 


ED 371 181 
No Bread, No Butter: Lesbian & Gay Critical & 
Cultural Theories or Multicultural Discussions in 
the Wonder Bread Factory. 

ED 367 974 
Nonrenewal of Probationary Teachers. School 
Management Advisor, Issue 25. 

ED 372 505 


North Dakota Close Up Program. Participant 
Guide 1993. 

ED 372 981 
A Notebook for Teachers: Making Changes in 
the Elementary Curriculum. Revised Edition. 

ED 369 532 
Notes from Beyond the Cognitive Domain. 

ED 372 407 
On Alert! Gang Prevention. School In-Service 
Guidelines. 

ED 370 179 
Open Learning Centres and Adult Literacy: A 
Guidebook for Adult Education Providers. 
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a wr Storage Systems for Records and Infor- 

mation Management: Overview, Recommenda- 

tions and Guidelines for Local Governments. 
Local Government Records Technical Informa- 
tion Series. Number 45. 

ED 368 336 
Options and Resources for Achieving Credit Ac- 
crual for Secondary-Aged Migrant Youth. 
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Statewide Writing Assessment 1991 and 

1992 with Student Writings Grades 3 and 5. 

ED 366 960 
Oregon Statewide Writing Assessment 1991 and 
1992 with Student Writings Grades 8 and 11. 

ED 366 961 
Our Code of Ethics at Work. Australian Early 
Childhood Resource Booklets No. 2. 

ED 370 692 
Outcomes Based Staff Development. Reprint. 

ED 368 696 
Paired Storytelling: An Integrated Approach for 
Bilingual and English as a Second Language Stu- 
dents. 
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The Parameters of Art. 

ED 367 567 
Parenting for Education. 

ED 372 864 
Parent Resources Inventory. 

ED 370 672 
Parents, Children and Learning. A Family Liter- 
acy Curriculum To Support Parents of Children 
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ground Materials. 
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Parents, Children and Learning. A Family Liter- 
acy Curriculum To Support Parents of Children 
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Summer Learning Camp. 

ED 372 294 
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acy Curriculum To Support Parents of Children 
in Kinder; and First Grade. Part Two. 
Adult Activities. 
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A Parents Guide to Changing Destructive Ado- 
lescent Behavior. 

ED 370 059 
A Parent’s Guide To Coping with Adolescent 
Friendships: The Three Musketeer Phenomenon. 

ED 368 485// 

Participatory Citizenship: A Learned Way of Liv- 
ing. 


ED 369 676 
Partners in Action Growth Profile, Principal's 
Handbook. Elementary Support Document. 
ED 371 760 
Peer Assistance Programs in the Schools: Some 
Legal and Ethical Issues. 
ED 366 881 
Performance Review Aerobics Exercises Which 
Systemize the Process. 
ED 368 443 
Personne! Development for Staff Delivering Spe- 
cial Population Services, Participant's Work- 
book. Presenter’s Manual. 
ED 366 764 
Peterson's Competitive Colleges: 1993-1994. 
Twelfth Edition. 
ED 372 665// 
Phonics Phacts. 
ED 366 918// 
Physical Education Framework for California 
Public Schools Kindergarten through Grade 
Twelve. 
ED 370 902 
Placement of Courses within Disciplines [and] 
1996 Discipline Review and Timeline. 
ED 369 443 
ing Accessible Conferences and Meetings: 
An ERIC/OSEP Information Brief for Confer- 
ence 
ED 369 242 
Planning and Conducting a Workshop on Career 
Access: Science and Engineering for Students 
with Disabilities. Planning Guide. Mode! Under- 
uate Project for the Disabled: A Study of 
Involved in Underrepresentation. 
ED 371 962 
Planning and Implementing Effective Staff De- 
velopment Programs. 
ED 372 538 


ey Appropriate Learning Environments 
Children under Three. Australian Early 

Culidhood Resource Booklets, No. 1. 

ED 370 686 
Planning a TEFL Education Program: Policies, 
Perspectives and Promise. 

ED 369 281 
Planning for Change: A Source Book for Strate- 
gic Planning. 


ED 369 135 
Planning for Distance Education and Supporting 
Policies. A Workplan. 
ED 368 329 
Planning in School Administration. Greenwood 
ED 371 478// 
A Pian to Implement a Pre-Military Develop- 
ment Program. 
ED 368 894 


Playground Politics: Understanding the Emo- 
tional Life of Your School-Age Child. 
ED 367 485// 
Playing with Print. Australian Early Childhood 
Resource Booklets No. 4. 
ED 370 694 
Plunging into a Foreign Language Without a Dic- 


tionary. 
ED 370 396 
The Politics of Academia: Points of Departure. 
ED 371 600 
The Portable Pediatrician. 
ED 368 492 
Positive Approaches: A Sexuality Guide for 
Teaching Developmentally Disabled Persons. 
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Positively Different: Guidance for Developing 
Inclusive Adult Literacy, Language, and Numer- 
acy Curricula. [Report and] Executive Summary. 

ED 371 112 
Possible Sources of Data for School Completion 
Indicators. 

ED 372 559 


The Powers of Literacy: A Genre Approach to 
ED 367 980// 


ledia 
Programs: Focus on Trends and Issues No. 14. 
ED 369 419// 
A Practical Guide to Effective Site-Based Man- 


agement. 

ED 369 140// 
A Practical Guide to Infant and Preschool As- 
sessment in Special Education. 

ED 371 525// 
Practical Ideas for Multicultural Learning and 
Teaching in the Primary Classroom. 

ED 367 766// 


Practical Pointers for University Teachers. 
Teaching and Learning in Higher Education. 

ED 368 319// 
A Practicum in School Counseling: Using Reflec- 
tive Journals as an Integral Component. 


ED 372 285 
: Character- 


i of Fetal Alco- 
hol Syndrome and Cocalas/Peipdoes Effects. 
ED 369 238// 
Preparing Teachers To Use a Meaning and Struc- 
ture Methodology. 
ED 370 360 
Preservice Teachers and Computers: Strategies 
for Reducing Anxiety and Increasing Confi- 
dence. 
ED 368 344 
Preventing Youth Violence and Aggression and 
Promoting Safety in Schools. 
ED 368 989 
Prewriting Activities: Focus on the Process of 
Writing. 
Principal Leadership. 


ED 369 257 


ED 367 118 

The Principal's Guide to Grant Success. 
ED 371 462// 

Principles for Instructional Stack Development 
in HyperCard. 

ED 372 - 
Principles of Good Practice for Assessing S 
dent Learning. 

ED 367 427 
Procedures for Child Study Committees Operat- 
ing in Virginia. 

ED 368 130 


Procedures for the Evaluation of Teacher Educa- 
tion Programs. 

ED 369 763 
Process Module: Kansas Quality Performance 
Accreditation (QPA). 

ED 368 697 

Perfi 
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Professional Standards for the Superintendency. 

ED 368 045 

Profitable Child Care: HOw To Start and Run a 
Business. 
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Disabilities. 
ED 372 532 
— Planner for Migrant Secondary-Aged 


ED 368 533 


Project FORWARD: A Curriculum for JOBS 
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ED 
Psychology of Learning for Instruction. 
ED 369 772// 
Public Funding Resources for Alcohol and Other 
Drug Programs. [Revised.] 
ED 366 883 


A Qualitative Assessment Method for Accu- 
rately Diagnosing Bilingual Gifted Children. 
ED 372 644 

Quality Child Care: A Comprehensive Guide for 
Administrators and Teachers. 

ED 367 484// 
The Quality of Textbooks: A Basis for European 
Collaboration. 


ED 372 998 
The Quality Professor: Implementing TQM in 
the Classroom. 

ED 367 206 
Questions and Answers about the IDEA. 


_ED 370 273 
Questions Often Asked about Education 
Services = Preguntas sobre los servicios de 


educacion especial. 

ED 370 274 
Radon Measurement in Schools. Revised Edi- 
tion. 


ED 368 039 
ay Lys for Your Child’s School: Over 
Sixty Ideas for Parents and Teachers. 


Raising the Rainbow Generation: 
Childsen To Be Successful ine Mubticultenal Se. 
ciety. 

ED 372 825 
Randomness and Replication Revisited: A Con- 
tent Analysis of Research Published in “Science 
Education” from 1988-1992. 

ED 370 789 
Reach and Teach. A Guide for Parents and Fam- 
ily Learning Activities for Children 
from to Five. A Section 353 Demonstration 
a 


ED 367 861 
Reaching Adult Learners with Whole Language 
Strategies. 


ED 366 917// 


Read Arizona. 

ED 368 394 
Read Around the Clock. 1994 New York State 
Summer Reading Program. 

ED 368 369 


Read for Joy! 

ED 368 470// 
Reading and Television: Some Concerns; Some 
Answers! 

ED 366 921 
Reading Center Handbook. 

ED 371 336 
Reading, Writing and Cultivating. A Resource 
Book for Post- a hee mamta ae ated 
ences in 


ED 367 843 
Reasonable Instructional 1 for 
College Students with Learning Differences or 
Disabiliti 


ED 370 293 

a Pretend Play. - = ee Early 
esource Booklets No. 4 

ED 370 689 


Reducing em | Bottle Tooth Decay. A SERVE 
Research Brief. 

ED 367 516 
Reduction in Force. School Advi- 
sor, Issue 24. 


ED 372 504 
Reflective Inquiry Portfolios: A Design for De- 
velopment and Assessment of Teaching and Su- 
pervision Skills. 


ED 367 612 


ED 366 862 
The Reform Movement: Where Do Gifted Stu- 


dents Fit? 
, Choice, and 
_— Tree ot et Series, So- 
cial and wioral Science Series, and Higher 
and Adult Education Series. 
ED 371 457// 


Removing Barriers: Service Learning in Rural 


ED 367 S11 
Report of the Governor's Task Force on School 
Construction. 


ED 368 076 
Research Implications for Science and Mathe- 
1 eee Key Centre Mono- 


ED > me 767 
Research Reports and Teaching Materials Pre- 
Education-Pulbright Hays, Sumeer’ ‘Seminar 


Fulbright 
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ED 372 971 
Model. 

ED 372 736 
A Resource Guide for Asian and Pacific Ameri- 
can Students, K-12. 
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A Resource Guide for Developing Parent Educa- 
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ED 372 847 
A Resource Guide for Reaching and Teaching 
Older Persons. A Section 353 Demonstration 
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Resources for History Day 1991: “Rights in His- 
tory.” 
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ED 371 582 
Responsible Healthy Lifestyles, Levels 7-12. Sec- 
ondary Core Curriculum Standards. 

ED 370 899 


Rural Electric Youth Tour Packet. 
ED 368 515// 


ED 371 745 
The Sabbatical Mentor: A Practical Guide to 


ED 372 686// 
Safeguards. 
ED 369 220 


Saints and Scamps: Ethics in Academia. 

ED 370 477// 
Sanitation and Safety for School Food Service: 
Program Development. Bulletin No. 92408. 

ED 369 156 
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Saskatchewan Institute of Applied Science and 
Technology a Review Policy and Proce- 
dures. Revised Edition. 

ED 368 867 
SCANS Occupational Profile Handbook for 
Electrical Engineering Technicians. 

ED 371 203 
Scholarship Guide & Bibliography: A Guide to 
+ and Applying for Postsecondary Schol- 

ps. 


ED 367 211 
School Administrators and Law Enforcement 


Officials. 
ED 371 467 
School-Age Child Care: An Action Manual for 
ED 369 514// 
School Help: 105 Resources for Chicago School 


Improvement. 
ED 369 869 
Schooling Reform in Hard Times. Deakin Studies 
in Education a 
ED 371 484 
School Injury Prevention Resource Guide. 
ED 366 894 
School Law for the 1990s: A Handbook. Green- 
wood Educators’ Reference Collection Series. 
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Science Education Partnerships. Manual for Sci- 
entists and K-12 Teachers. 
ED 368 549// 
Science & Engineering Indicators—1993. 
ED 369 652 
—— Visualization: A Synthesis of Historical 


ED 369 651 
Secret Wounds: Working with Child Observers of 
Family Violence. 
ED 372 858// 
Section 504: Guidelines for Educators. 
ED 367 092 
See How They Grow: The Early Childhood 
Years. 
ED 368 486 
Yourself as a Teacher: Conversations with 
Five New Teachers in a University Writing Pro- 
gram. 
ED 371 380 
Selected Essays and Curriculum Units: Foreign 
ny Instruction through the Study of Liter- 
ary Texts. French, German, Spanish. 
ED 372 620 
Selected Legal Issues Relating to Due Process 
and Liability in Higher Education. 
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Selecting Curriculum Material To Reflect Our 
Culturally Diverse Society. 
ED 367 736 


Selecting Program Delivery Methods Effec- 
tively. 

ED 366 749 
Selection of Least Restrictive Behavioral Inter- 
ventions for Use with Students with Disabilities. 
Appendix H to the Utah State Board of Educa- 
tion Special Education Rules. 

ED 367 091 
Self-Assessment for Campus Information Tech- 
nology Services. Professional Paper Series, # 12. 

ED 369 357 
Self-Esteem in the Foreign Language Classroom: 
Activities That Do More Than Teach. 

ED 369 267 
Serving on Promotion and Tenure Committees: 
A Faculty Guide. 

ED 372 687// 

Serving Up Activities for TV Cooking Shows. 

ED 371 621 
Sesame Street PEP Handbook. Second Edition. 

ED 368 452 
Seven Steps to Effective Instructional Leader- 
ship. 

ED 370 941// 

Sexual Harassment in Employment Costs 


ED 373 006 
The Sexuality Education Challenge: Promoting 
Healthy Sexuality in Young People. 


ED 368 719 
Sexuality Education Curricula: The Consumer's 
Guide. 

ED 370 897 


The Shadow Is There and You Just Can't See 
It-A Learning Environment for Young Children 


To Investigate Shadows. 
ED 368 575 
Skills-Focused Career Development. Facilita- 
tor’s Manual and Personal Skill Profile. 
ED 369 910 
Skills for Tomorrow. Workplace Skills Project. 
DACUM Charts. 
ED 368 988 
Smart Schools for San Antonio's Future: A Re- 
port on Public Education. 
ED 369 134 
Smart Training: The Manager's Guide to Train- 
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ED 367 769// 
Social Interaction in Science Environments. 
ED 370 782 
Social Skills Diagnostic Screen Administration 
Manual. 
ED 369 569 
Social Studies Core Curriculum Standards: 
Grades 7-12. Revised 1991. 
ED 372 970 
Some Answers for Implementers to the Most 
Commonly Asked Questions Regarding the In- 
clusion of Children with Disabilities in General 
Education. 
ED 372 529 
South Carolina Visual and Performing Arts Cur- 
riculum Framework. Field Review Draft. 
ED 368 655 
So You Want To Host a Forensic Tournament: 
The Checklist Approach to Tournament Man- 
agement by Objectives. 
ED 372 439 
Spain Is Different. 
ED 368 586 
Spotlight on the Middle: A Source Book of Nota- 
ble Texas Middle School Programs Developed 
for the Texas Task Force on Middle School Edu- 
cation. 
ED 370 155 
tt on the Middle: Report of the Texas 
Task Force on Middle School Education. 
ED 370 153 
Staff Orientation Manual for Adult Basic and Lit- 
eracy Education Providers. Final Report. 
ED 368 884 
Standards for Data Exchange and Case Manage- 
ment Information Systems in Support of Com- 
prehensive Integrated School-Linked Services. 
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Standards for Student Performance. 

ED 371 488 
Standards for the Assessment of Reading and 
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Standards of Pri Quality and Effectiveness 
for Professional Teacher Preparation Programs 
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Starting and Operating Support Groups: A Guide 
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Starting Points: Meeting the Needs of Our Youn- 
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Starting Solids: A Guide for Parents and Child 
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ED 369 491 
State of Florida Indicators of Program Quality for 
Adult Education Programs. A Presentation 
Guide. 

ED 367 813 
Staying Power-How To Get the B.S.* out of Col- 
lege *or the B.A. or the Degree of Your Choice. 
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[Steps to Starting a Summerbridge Program.] 

ED 372 142 
Stewardship and the Catholic School Tuition 


Program. 

ED 370 225 
Street-Smart Career Guide: A Step-by-Step Pro- 
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ED 369 557 

S Foundations: Twelve Principles for Effec- 
tive Education 
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Structuring Schools for Student Success: A Focus 
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Student Activities for Students at Risk. 
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Student Motivation. 
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Student Service and Philanthropy Project. A Re- 
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The Student Teacher's Handbook. Second Edi- 
tion. 
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ulation Instruction on Students’ Conceptual 
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Subject Matter Expert’s Training Module Tem- 
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Substance Abuse as a Coexisting Disability. Re- 
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ED 372 475 
Successful School Planning and Restructuring: 
Preparing for the 21st Century. 
ED 368 071 
Suggestions To Help Engage Young Adolescents 
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ED 371 303 
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port Cards to the Public, School Year 1992-93. 
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Supporting an Effective Visiting Authors’ Pro- 
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Supporting Giftedness in Girls in the Classroom. 
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An Intervention Model. 

ED 370 280 
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Settings. 
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Teaching Strategies for Ethnic Studies. Fifth Edi- 
tion. 
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ED 370 370 
Teaching with a Multicultural Perspective: A 
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ED 372 284 
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Developing Science and Technology Series. 
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ED 372 754 
Folklore around the Worid: An Annotated Bibli- 
ography of Folk Literature. 


ED 371 391 
A Framework for Multicultural Arts Education. 
Volume Two. Multicultural Arts Education 
Framework Series. 

ED 368 673 
From the Generalist Courses to Work: An Anno- 
tated Bibliography on Generic Skills. Centre for 
the Study of Higher Education Research Work- 
ing Papers, 93.5. 

ED 368 295 


Gay Studies: A Communicative Perspective. An 
Interdisciplinary, Annotated Bibliography. 

ED 372 448 
Geometry. Annotated Bibliography of Tests. 

ED 369 785 
German - Foreign Language. Annotated Bibliog- 
raphy of Tests. 

ED 369 786 


The Gifted Child in Contemporary Fiction: An 
Annotated Bibliography. 

ED 367 089 
Group Behavior and Infl ec. A d Bibli- 
ography of Tests. 

ED 369 841 


A Guide to Resources on Advocacy: Facts, Strat- 
egies, and Information. 





ED 367 445 
Health and Physical Education. Annotated Bibli- 
ography of Tests. 

ED 369 787 


Higher Education Faculty Institute Multidisci- 
plinary Inservice Model Demonstration Project. 
Final Report. 
ED 369 224 


Historical Literature and Democratic Education. 
i Paper. 

ED 367 555 
History. Annotated Bibliography of Tests. 

ED 369 788 
Hokule’a: A Guide to Educational Resources. 

ED 369 670 
Home Economics Tests. Annotated Bibliography 


of Tests. 

ED 369 789 
I'll Be Sending You Angels: A Bio-Bibliography 
of Cynthia Rylant. 

ED 367 330 


Immigrants in the United States in Fiction: A 
Guide to 705 Books for Librarians and Teachers, 
K-9. 
ED 371 931// 
Inclusion: An Annotated Bibliography. 
ED 372 573 
Inclusive Schools. Topical Bibliography on Inclu- 
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sive Schools. 
ED 369 231 
Industrial Arts, Grades 7-12. Annotated Bibliog- 
raphy of Tests. 
ED 369 790 
— Development. Annotated Bibliography of 
ests. 


ED 369 832 

Influsing Multicultural Education into Today's 
Schools. An Annotated Bibliography To Accom- 
crotch Special Topical Collection of ERIC Mi- 
c he Intended for Teachers, Administrators, 


ED 369 703 
Information Literacy in an Information Society: 
A Concept for the Information Age. 

ED 372 763 
Information Seeking Behavior and User Educa- 
tion in Academic Libraries: Research, Theory, 
and Practice. A Selected List of Information 
Sources. 

ED 371 766 
Insights and Implications of Campus Hate 
Speech Codes. 

ED 371 246 
Instructional Gaming: Implications for Instruc- 
tional Technology. 

ED 368 345 
hay ting Children with Special Needs into 

hool Settings: A Resource Handbook. 

ED 370 291 
Integrating the Fine Arts into the Foreign Lan- 
guage Classroom: Toward Global Education. 

ED 371 624 
Intelligence-Group Administered, Grades 4-6. 
Collection. Annotated Bibliography of Tests. 

ED 369 800 
Intelligence-Group Administered, Grades 7 and 
Above. Annotated Bibliography of Tests. 

ED 369 801 
Intelligence—Individually Administered, Grades 
4-6. Annotated Bibliography of Tests. 

ED 369 799 
Intelligence—Individually Administered, Pre- 
school-Grade 3. Annotated Bibliography of 
Tests. 

ED 369 798 
Interdisciplinary Learning and the Arts: An An- 
notated Bibliography, July 1993. Second Edition. 

ED 369 707 
Inter-Religious Communication: Dialogue 
among the World Religions. 

ED 372 447 
Italian - Foreign Language. Annotated Bibliogra- 
phy of Tests. 

ED 369 791 
Item Pools. Annotated Bibliography of Tests. 

ED 369 806 
d Bibliogra- 


ED 368 737 
Language Skills, Grade 7 and Above. Annotated 
Bibliography of Tests. 


Language Develop A 
phy of Tests. 





ED 368 736 
Legal Issues for Adolescents with Chronic Ill- 
nesses and Disabilities and Their Families. CY D- 
LINE Reviews. 

ED 368 094 
Libraries: The Greatest Show on Earth. 

ED 368 393 
Literacy and Aging-Making the Connection (A 
Resource List). 

ED 367 808 
The Literature on rm ss Faculty Sup- 
ply and D d: An tated Bibliography. 

ED 370 494 
Magazines for Kids and Teens. A Resource for 
Parents, Teachers, Librarians, and Kids! 

ED 370 083 
Manual Dexterity. Annotated Bibliography of 
Tests. 





ED 368 765 
Measures of Learning Style. Annotated Bibliog- 
raphy of Tests. 

ED 369 795 


Minimum Competency Tests. Annotated Bibli- 
ography of Tests. 
ED 368 735 


Moral Development. Annotated Bibliography of 
Tests. 
ED 369 834 


Multicultural Mathematics Education. 
ED 371 066 


Native American, African American, Asian 
American and Hispanic American Literature for 
Preschool through Adult. African American Lit- 
erature. Annotated Bibliography. 
ED 371 763 
Native American, African American, Asian 
American and Hispanic American Literature for 
Preschool through Adult. Asian American Liter- 
ature. Annotated Bibliography. 
ED 371 764 
Native American, African American, Asian 
and Hispanic American Literature for 
Peceshoat through Adult. Hispanic American 
ce. A d Bibliography. 








ED 371 765 
Native American, African Asian 
American and Hispanic American Literature for 
Preschool wey Adult. Native American Lit- 
erature. Annotated Bibliography. 

ED 371 762 
Native Americans in Fiction: A Guide to 765 
Books for Librarians and Teachers, K-9. 

ED 371 930// 

Nature and Needs of yom b Disabled College 
Students: A Selected Annotated Bibliography. 

ED 367 102 
New Technologies and Emerging Careers. 
Trends and Issues Alerts. 

ED 372 199 
New York Is Reading Country: Manual. 1992 
New York State Summer Reading Program. 

ED 368 368 
NLS Annotated Bibliography. 1968-1994 Edi- 
tion. The National Longitudinal Surveys of Labor 
Market Experience. 

ED 371 180 
Non-Verbal Aptitude. Annotated Bibliography 
of Tests. 

ED 369 831 
Older Adult Literacy Resource Materials. An 
Annotated Bibliography. 

ED 369 965 
Oral Reading and Listening Skills. Annotated 
Bibliography of Tests. 

ED 368 759 
Parent Resources Inventory. 

ED 370 672 
Parent Support: A Selective Annotated Bibliog- 
raphy. 

ED 367 439 
Peace Education. Reports and Miniprints from 
the Malmo School of Education, 1990-1993. 
Peace Education Miniprints No. 57. 

ED 372 010 
Peaceful Peoples: An Annotated Bibli 

ED 371 927// 

Performance-Based Assessment 

ED 369 389 
Piagetian Measures. Annotated Bibliography of 
Tests. 

ED 369 796 
Population Education Accessions List. Janu- 
ary-December 1993 

ED 371 937 
Portfolio Resources Bibliography. Innovative As- 


sessment. 

ED 367 689 
Preventing Youth Violence and Aggression and 
Promoting Safety in Schools. 

ED 368 989 


Prevention Bibliography 1992-1993: An Anno- 
tated Guide to Information on Alcohol, Tobacco, 
and Other Drug Use among Youth. 

ED 366 854 
A Primer on Attention Deficit Disorder. Fast- 
back 354. 

ED 370 319 
The Psychological Assessment of Traditional) 
Underserved and Unserved Individuals wi 
Deafness: An Annotated Bibliography of Re- 
search and Practice. 

ED 372 527 


Psychology. Annotated Bibliography of Tests. 

ED 368 749 
Public Relations Review: A Journal of Research 
and Comment. PR Bibliography. 

ED 372 453// 

Quincentennial of Evangelization: A Time for 
Reflection and Action. 

ED 370 827 
Read Around the Clock. 1994 New York State 
Summer Reading Program. 

ED 368 369 
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ED 368 752 
Diagnostic, Preschool-Grade 6. Anno- 
tated i y of Tests. 
ED 368 753 
ene nt 66. Aa e 
ests. 


ED 368 751 
Bibli- 


ED 372 962// 
An Educational 


ED 372 736 
A Resource Guide for Asian and Pacific Ameri- 
can Students, K-12. 

ED 368 825 


Seeme Sees Eating Me eee 
East European Studies. Revised. 
ED 368 613 


Resource Handbook on Performance Assess- 
ment and Measurement: A Tool for Students, 


ED 367 686 
Resources for Adults with Disabilities. 
ED 370 271 
Resources for Family Day Care. An Annotated 
Bibliography. 


ED 367 435 

a> in Education (RIE). Volume 29, Num- 
10. 

ED 369 878 

+ in Education (RIE). Volume 29, Num- 

' ED 371 109 

in Education (RIE). Volume 29, Num- 


ED 372 176 
a in Education (RIE). Volume 29, Num- 


ED 366 710 
1 in Education (RIE). Volume 29, Num- 


ED 367 767 
7 ee in Education (RIE). Volume 29, Num- 


ED 368 851 
ED 369 052 
Rural Poverty: A Teaching Guide and Source- 


ED 370 751 
Scholastic Aptitude and Mental / Cognitive Abil- 
ity. Annotated Bibliography of Tests. 
ED 369 797 
School — 7 and Youth — Literature 
and Annotated 


ED 367 896 
Arts 


ED 372 956 
Science Projects in Biology. LC Science Tracer 
Bullet. 

ED 371 958 
a How They Grow: The Early Childhood 
cars. 


ED 368 486 
Self-Esteem: Issues for Adolescents with Chronic 
Ilinesses and Disabilities. CYDLINE Reviews. 


Software Buyer's Guide. 1993 Edition. 


ED 368 903 
Spanish. Annotated Bibliography of Tests. 


ED 368 766 
Spee Seats eee © and Anno- 
tated Bibliographies: A User's 


/Communication. 
of Tests. 


ED 372 515 
Bibliogra- 


ED 368 763 
Bibliog- 


Spelling, Grade 7 and Above. 
raphy of Tests. 


ED 368 761 
- Grade 6. Annotated Bib- 


ED 368 Le 


spelling, Kind 
oni ef tae. 
“The State of "Education and 


New Directions.” International 
(Cairo, Egypt, November 22-25, 1993). Book of 
Abstracts. 


ED 369 726 

Stress in Children Bibliography. 
ED 367 622 
Leadership 


ED 372 319 
Suggestions To Help Engage Young Adolescents 
with Books. 


ED 371 303 
Annotated 


ED 369 826 


ED 372 412// 
y 


ED 368 767 


ED 366 721 
Where Do I Turn? A Resource Directory of Ma- 
terials about Attention Deficit Disorder. 
ED 370 333 
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Abstracts of Literature in Self-Directed Learning 
1966-1982. 

ED 368 920// 
Abstracts of Literature in Self-Directed Learning 
1983-1991. 

. ED 368 921// 
Activities in Support of Two-Year wb mee 


ico Eduction, Fiscal Year 1993. Highlights 
ED 370 666 
Adult Literacy Leadership Training Project 
Phase II. Volume II: Fundamental Consider- 
Conceptualization 


Publication Type Index 


Any Field of Study. Financial Assistance for 
Study after Standard 10. 


Architecture and Building Sciences. 
Assistance for Study after Standard 10. 

ED 369 335 
On, Sin. ont Doe! Financial Assistance for 
Study after Standard 10 

ED 369 333 


Awards for University Administrators and Li- 
brarians 1994-96. ACU Awards Series. 
ED 369 355// 
Awards for University Teachers and Research 
Workers 1994-96. ACU Awards Series. 
ED 369 354// 
The Basics of Family Support: A Guide for State 
Planners (and Others). 
ED 370 696 
Building Bridges from School to Work. A Back- 
ground for the “Goals 2000: Educate 
America” lite Town Meeting. 
ED 366 802 


Career Paths. Guide to Business and Other In- 
ternships, Scholarships and Career Development 
Opportunities for Minority Students. 

ED 367 747 
Catalogue of Adult Literacy Materials at the 
State Library of Louisiana. 

ED 368 382 


Child Abuse and Neglect: A Shared Community 
r ised 

ED 372 320 

: Child Care 





a odeaaios 
de garde des enfants. Mis a jour. 
ED 372 849 


Child Day Care Center Licensing Study, 1994. 

ED 369 518 
A College Selection Guidebook for Students with 
—_ Their Parents, and High School 
taf. 


ED 368 110 
Commerce and Administration. Financial Assist- 
ance for Study after Standard 10. 

ED 369 332 


Projects. 
Abstracts for the Fiscal Year 1992-93. 
ED 367 870 
Renenty seam A Directory of Or- 
ganizations and Programs. Third Edition. 
ED 368 384 
Facts and Executive 
valuation Reports. 
ED 369 853 
Cultural Awareness and Sensitivity: Resources 
for Health Educators. 


Compendium of 
Summaries. 1990-91 


ED 367 628 
Current Approaches to International TA Prepa- 
ration in Higher Education: A Collection of Pro- 
gram Descriptions. 


ED 371 654 
Developing Social Skills: Issues for Adolescents 
LINE Reviews. 

ED 368 093 
A Directory of Anti-Bias Education Resources 
and Services. 


ED 371 085 
Directory of Child-to-Child Activities World- 


ED 369 549 
Sp Sennen pa aa 


ED 370 728 
Di y of El i Newsletters 
and Academic Discussion Lists. 4th Edition. 
ED 371 761 
Directory of Faculty Contracts and Bargaining 
See ae 








ED 371 688 
Directory of Health Education Programs for El- 
ders. 


ED 370 727 
bags of International Education Resources 


ED 371 986 
Directory of Native Education Resources in the 





Publication Type Index 
Appalachian Region. 
ED 371 918 


of Native Education Resources in the 
Far West Region: 1994 
ED 371 934 
Directory of Organizations in Educati Man- 
agement. Ninth Edition. 


ED 371 461 
Directory of Professional Preparation 
in TESOL in the United States, 1992-1994. 

ED 368 164 
Directory of Selected Agencies and Organiza- 
tions Involved in Language-Minority Education. 
Revised Edition. 

ED 371 615 
Distance Education Resource Directory for 
Northwest Schools. 

ED 369 386 
Drug Information Units Project: A Resource Di- 
rectory of Available Drug Education Information 
at Ashland Community College. 

ED 369 453 
The East Asian Resource & Education Program 
at Yale. A Catalogue of A.V. Materials, Re- 
sources, and Organizations. 

ED 368 589 


Educational Media and Technology Yearbook, 


1993. Volume 19. 
ED 367 300// 
Educational Programs That Work: A Cai of 
Exemplary Programs Approved by the Joint Di 
semination Review Panel. Ninth Edition. 
ED 370 939 
Engineering. Financial Assistance for Study after 
Standard 10. 
ED 369 331 
Field Initiated Studies Program: Abstracts of 
Funded Projects, 1993. 
ED 370 609 
Financial Assistance for Study after Standard 10: 
First Diplomas and _ Bachelor's 
1993/1994. Research Finding MN-141. 
ED 369 329 
Finding Guide to the California Indian Library 
Collections: California State Library. Volume 1, 
Introduction and phic Data: Indexes to 
Achomawi thro: Pomo/Kashaya Pomo. Vol- 
ume 2, Photographic Data: Indexes to Pomo/Ka- 
Pomo through Yurok. Volume 3, 


Photographic 
Indexes to All Photographic Data Sorted by Cat- 
egory. 


ED 368 353 
Finding Guide to the California Indian Li 
Collections: California State Library. Volume 5, 
Sound Recording Data: History and Indexes to 
“Keeling Guide” Sound Recordings, Sorted by 
Title and Tribe. Volume 6, Sound R 
Data: Indexes to “Keeling Guide” Sound Re- 
cordings...; and “Rodriguez-Nieto Guide” Sound 
Recordings, Sorted by Title. Volume 7, Sound 
Recording Data: Indexes to “Rodriguez-Nieto 
Guide” Sound Recordings...; and All Hodgson 
Sound Recording Indexes. 

ED 368 354 


The First Three Years: The National Languages 
and Literacy Institute of Australia Limited. 

ED 371 609 
A Guide to Internet Resources in Language Arts. 

ED 366 981 
A Guide to Resources on Advocacy: Facts, Strat- 
egies, and Information. 

ED 367 445 
Guide tc the European Community Programmes 
in the Fields of Education, Training, Youth. Sec- 
ond Edition. 

ED 366 724 
Human Sciences, Languages, and Education. Fi- 
nancial Assistance for Study after Standard 10. 

ED 369 334 
Identification and Reduction of Nonstructural 
Earthquake Hazards in California Schools. 

ED 368 069 
Innovations in Parent and Family Involvement. 

ED 367 454// 

International Dimensions of Education: Docu- 
ments of State Education Agencies. 

ED 368 669 
International Internships and Volunteer Pro- 
nw we International Options for Students and 


ED 372 706// 
Library Career Trairing Program. Abstracts of 


Funded Projects, 1992. Title II-B, Higher Educa- 
tion Act. 


ED 368 367 
A Literacy Lending Library. Project Report. 

ED 368 880 
Literature Review of Federally Funded Studies 
Related to LEP Students. Final Analytic Report. 

ED 368 215 


a Educational Programs and Practices in the 
National Diffusion Network. 

ED 372 935 
Medical and Related Fields. Financial Assistance 
for Study after Standard 10. 

ED 369 338 
Minimum Qualifications for Faculty and Admin- 
istrators in California Community Colleges. Sec- 
ond Edition. 

ED 370 621 
Minor Laws of Major Importance: A Guide to 
Federal and State Child Labor Laws. 

ED 367 897 
Multicultural Sensitivity: A Principal’s Refer- 
ence Guide. 

ED 369 171 
The National Council of Instructional Adminis- 
trators Student Success Strategies, 1993. 

ED 368 402 
National Network for Educational Renewal: 
Partner School Directory. 

ED 369 729 
National Resources [and] National Toll Free 
Numbers. 

ED 370 275 
National Resources for Adults with Learning 
Disabilities. 


ED 368 899 
Natural, Mathematical, and Computer Sciences. 
Financial Assistance for Study after Standard 10. 

ED 369 337 
Office of Indian Education Programs: 1994 Fin- 
gertip Facts. 

ED 370 744 


Online Action Research Database. 

ED 372 302 
Oregon Community Colleges Profile, 1991-92. 

ED 370 640 
Our Challenge: Making Education for Basic 
Learning a Priority in U.S. Foreign Aid Policy. 

ED 368 610 
Partnerships for Minority Student Achievement 
Program (PMSA). 

ED 372 144 


The PEC Network 1993. Directory of the Peace 
Education Commission. Peace Education Mini- 
prints, No. 47. 

ED 370 867 
People First: A Reference Guide Regarding Per- 
sons with Disabilities. Third Edition (Revised). 

ED 371 501 
Peterson's Competitive Colleges: 1993-1994. 
Twelfth Edition. 

ED 372 665// 
Programs for Single Parents, Displaced Home- 
Sana Single t Women. A Resource 
ual. 


ED 366 763 
Medical Students’ Ethical Develop- 
ment: A Resource Guide. 
ED 370 490 
Report on Coverage Evaluation of the Public Li- 
brary Statistics Program. 
ED 372 775 


Resource Guide to New Jersey Adolescent Sub- 
stance Abuse Treatment 

ED 370 012 
Resource Handbook on Performance Assess- 
ment and Measurement: A Tool for Students, 
Practitioners, and Policymakers. 

ED 367 686 
Resources for Adults with Disabilities. 

ED 370 271 
School Help: 105 Resources for Chicago School 


Improvement. 

ED 369 869 
School Injury Prevention Resource Guide. 

ED 366 894 
Self-Directed Learning Dissertation Abstracts 
1966-1991. 

ED 368 919// 

The Service Learning Planning and Resource 
Guide. 
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ED 370 237 
Sex Equity. Single Parents, Displaced Home- 
makers, Single Pregnant Women’s Projects. Di- 
rectory FY-1994. 

ED 368 871 


Sexuality Education Curricula: The Consumer's 
Guide. 


ED 370 897 
Spotlight on the Middle: A Source Book of Nota- 
ble Texas Middle School Programs Developed 
for the Texas Task Force on Middle School Edu- 
cation. 
ED 370 155 
Supporting the Total Child. Resource Book. 
Chapter 1 & 2. Successful Programs 1993-94. 
ED 369 866 
A Survey of Occupational Safety & Health Li- 
braries in the United States. 
ED 367 346 
2000. Dropout Prevention and Retrieval. 
Tee nical ~ ‘rece Sites. Program Descrip- 


ED 367 737 
and 


fications Framework to March 1994. 

ED 371 176 
Using Cooperative Efforts between the African 
American Church and Local Public Libraries To 
Expand the Use of Library Services by African 
Americans. Final Report. 

ED 368 380 
Volunteerism. Rural Information Center Publica- 
tion Series, No. 24. 

ED 366 721 


Where Do I Turn? A Resource Directory of Ma- 

terials about Attention Deficit Disorder. 

ED 370 333 
of Exemplary Pro- 

ucation. 1992-3 Edi- 


The Whole Pole Ca 
grams in Circumpolar 
tion. 

ED 370 742 
Writers and Publishers Guide to Texas Markets. 
Third Edition, Revised and Updated. Practical 
Guide Series, Volume I. 

ED 371 374// 

Your Are Not Alone: National Lesbian, Gay and 
Bisexual Youth Organization Directory, Spring 
1993. 

ED 367 924 
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Atlas international de la vitalite linguistique. Vol- 
ume 2: L’Europe Occidentale = International 
Atlas of Language Validity. Volume 2: Western 


Europe. 
ED 367 186 


(134) Reference Materials - Vocabularies/- 
Classifications 
The Dictionary for Human Resource Develop- 
ment. 
ED 367 907 
International Booklet of Recipes and Stories. Fi- 
nal Report, July 1, 1991 to June 30, 1992 [and] 
Community Cookbook [and] Adult Enrichment 
Center International Cookbook, 1989-90. 


ED 368 216 
Karankawa Linguistic Materials. 

ED 370 424 
People First: A Reference Guide Regarding Per- 
sons with Disabilities. Third Edition (Revised). 

ED 371 501 
The Portable Pediatrician. 

ED 368 492 
Resource Handbook on Performance Assess- 
ment and Measurement: A Tool for Students, 
Practitioners, and Policymakers. 

ED 367 686 


(140) Reports - General 
Academic Integrity and Student Development: 
Legal Issues and Policy Perspectives: The Higher 
Education Administration Series. 
ED 367 277// 

Academic Values under Pressure. Centre for the 
Study of Higher Education Research Working 
Papers, 93.3. 

ED 368 293 
Aspects of Emotional and Cognitive Develop- 
ment in Middle Childhood. 

ED 367 735 
Awards for Teaching Excellence at Australian 
Universities. Centre for the Study of Higher Edu- 
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cation Research Working Papers 93.1. 
ED 368 291 


Career and Education 

oo “CARE). Evaluation Report 1992-93. 
R Report. 

ED pee 171 
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Evaluation Sees 195 1992- 93. S Onn Report. 

ED 372 167 
The Case for Change. 

ED 367 243 
Chapter | Summer 1993 Programs. OER Report. 

ED 372 170 
Chinese Bilingual Mathematics and Science Pro- 
gram. Community School District 2. Final Evalu- 
ation Report 1992-93. OER Report. 

ED 372 174 
Colleges and Universities for the 21st Century. A 

— ‘ 





House Joint 
Act Item 151, House Joint Resolution No. 142. 
ED 367 246 
eee eee 6 Sees ar > 
and Administrators. 


ED 367 278// 


ED 373 128// 

Educational Credentials in Australia: Average 
ee Seah Sais. Contre for the Senty 
of Higher Education Research Working Papers, 


ED 368 294 
Efforts to Enhance Timely Compietion of Bacca- 
eee pt + ena ay ne a 
_— 4 , Compli 


Higher Education 
with Directives of SB 92-155). 


93.4. 


ED 367 239 
Gun Acquisition and Possession in Selected Ju- 
— Samples. Research in Brief. December 
199 

ED 368 838 
Healthy Children: The Key to Our Future. Rec- 
ommendations for Quality School Health Educa- 
tion in Pennsylvania. 

ED 367 624 


Helpful Opportunities for Pupil Enrichment 
(Project HOPE). Final Evaluation Report 
1992-93. OER Report. 

ED 372 173 
Home Schooling, Socialization, and Creativity in 
Children. 


ED 367 4 
Innovations in Higher Education. 
the Competitive Edge. World Bank Technical Pa. 
per No. 222. 

ED 368 271 
Integrating Academic and Vocational Education: 
Lessons Early Innovators. Policy Brief, 


ED 367 784 


cisco State University. 


Look of the Future: Report of the Governor's 
Committee on High School Science Laboratories 
for the 21st Century. 


ED 369 377// 
Multicultural Education: A Challenge for All. 


ED 368 841 
Nerds, Normal People, and Homeboys: Asian 
American Students and the Language of School 
ED 371 090 


Perceived Availability and Risk of Harm of 
Drugs: Estimates from the National Household 


ae Drug Abuse. Advance Report Number 


ED 372 314 
The Politics of Education: imperatives for Afri- 
can-American Males in the 21st Century. 

ED 368 833 
Postgraduates at the Interface between Higher 
Education and Industry. Centre for the Study of 
7 Education Research Working Papers 


ED 368 292 
Aprendizaje. Final Evaluation Report 


ED 372 172 
Project Data-Tech. Final Evaluation Report 
1992-93. OER Report. 
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Project 
1992-93. 


ED 372 169 
Programs. A 


ED 368 274 
Queens Tri-School Confederation 1992-93 Eval- 
uation Report. OREA Report. 

ED 372 168 


eee tah Baten fae 
nity. Alternatives to Sorting America’s Children 
Final Report. 

ED 369 845 
R ds of Achi for Adult Learners. 
Project Report. 

ED 372 250 


School-To-Work: Opportunity or Barrier? AS- 
PIRA Issue Brief. 





ED 369 852 
School-to-Work Transition. A Texas Perspective. 
ED 369 912 
Selected Issues in the Federal Direct Loan Pro- 
gram. A Collection of Commissioned Papers. 
ED 368 302 
Self and School Success. Voices and Lore of In- 
ner-City Students. 
ED 368 829// 
Smart Jobs Training Plan: A Strategy for Texas. 
ernor. 


ED 369 927 
ED 369 376 
Statistical Profile of Higher Education in West 
Virginia. 1993-94. 
Teaching at Summerbridge. 1994 x 
D 368 840 


E 
Total Quality Management and Institutional Ef- 
fectiveness: Synergy through Congruence. 


ED 371 653 
Handbook 


ED 368 270 
Ways and Means: How Minnesota Families Pay 
for College. 

ED 369 327 
Work and Family: Promotions among Women. 
Data from the National Longitudinal Surveys. 


ED 367 869 


ral Populations and of Urban Agglomerations. 

ED 368 617// 
Writing for Publication: Are Junior Faculty Pre- 
pared? 


ED 369 374 


(141) Reyorts - Descriptive 
Academic Alliances, You Can Do It Too. 
ED 369 588 
An Academic Development Plan for Post-Sec- 
aay Education on the Multi-Ethnic Island of 
i. 


ED 370 648 

Academic Freedom 2-A Human Rights 
ED 372 705// 

The ACCESS Consortium Tech Prep Summer 
Internship Report, August 1, 1993. 

ED 368 409 
The ACCK Preservice Early Intervention 
Project. Final Report. 


Publication Type Index 


ED 369 199 
Accommodating Assessment and Learning: Uti- 
lizing Portfolios in Teacher Education with Pres- 
ervice Teachers. 
ED 368 551 
Accommodating Technology in the Visual Liter- 
acy Classroom. 
ED 370 576 
Accountability and the Movement to Perfor- 
mance Indicators: The South Carolina Experi- 
Guidelines for Institutional 


ED 371 784 
Achieving Membership in Home Schools for Stu- 
dents with Severe Disabilities. Final Report. 

ED 368 118 
An Action Blueprint for Business: Forging New 
Partnerships To Make a Difference in Maternal 
and Child Health. Highlights of the Corporate 
Summit for Children (Washington, D.C., April 
29-30, 1992). 

ED 369 559 





Activities and Materials for Implementing 
Adapted V 


Versions | Teaching in Be- 
— Intermediate, and Advanced Levels of 
nstruction in English, Spanish, and French as a 
Second/Foreign Language. 
ED 370 354 


Activities in Support of Two-Year College Sci- 
ence, Engineering, Technology, and Mathemat- 
ics Education, Fiscal Year 1993. Highlights. 

ED 370 666 
Acts of Racism and Intolerance at Connecticut 
Colleges and Universities 1993. 

ED 371 657 
Adapting Pfeiffer and Jones’ Experiential Learn- 
ing Model for Classroom Use. 

ED 369 115 
Addressing the Neglected Needs of Rural Learn- 
ers. 


ED 371 913 
ADHD Training Modules for Rural Health Care 
Providers, Educators and Parents. 

ED 369 632 
Adolescent Clients of Washington State’s Divi- 
sion of Alcohol and Substance Abuse Services: A 
Descriptive Study. 

ED 369 025 
Adult Education in Israel. 

ED 371 126 
Affirming Children’s Roots: Cultural and Lin- 
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ED 367 598 
An Overview of the Issues Surrounding Faculty 
Burnout. 

ED 369 373 
A Paradigm on Student Empathy, Vocational 
versus Academic. 

ED 369 972 
A Paradigm Shift from Gifted as-Pi lto 
Giftedness-as-Possibility. 





ED 367 099 
Parental Denial: A Supportive and Productive 
Mechanism Following Traumatic Brain Injury of 
a Child. 

ED 371 283 
Parental Response to Lovaas Treatment of Child- 
hood Autism. 

ED 370 340 
Parental Verbal Interaction and Academic 
Achievement for At-Risk Adolescent Black 
Males. 


ED 368 815 
Parent and Community Involvement: Observa- 
tions of the Reggio Emilia Schools. 

ED 370 675 
Parenting Styles as They Relate to Self-Esteem 
and Adjustment. 

ED 367 931 
Parent-N-Me: An Approach in Parent/Teacher 
Training To Enhance Awareness and Parenting 
Skills for the Infant. 

ED 371 856 
Parents’ and Teachers’ Attitudes about the Use- 
fulness of the Spectrum Assessment Model as a 
Framework for Parent-Teacher Conferences. 

ED 370 683 
Parents as Leaders for Children and Policy. 

ED 367 470 
Parent/Teacher Partnerships in Early Literacy 
Learning: The Benefits for Teachers. 

ED 371 839 
Partners for Transition: Preparing Students for 
the Future. 
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ED 369 611 
A Partnership Approach to New Teacher Induc- 
tion. 

ED 367 601 
A Partnership in mee & A Distance Learning 
Approach to In- raining in Rural Com- 
munities. 

ED 369 590 
Partnerships for Employing Students with Dis- 
abilities. 

ED 371 817 
Partnerships for the Future: Collaboration be- 
tween Governments and Higher Education Insti- 
tutions. 

ED 367 266 
Part-Time Faculty: Here Today, Not Gone To- 
morrow, or Professional evelopment of 
Part-Time Faculty and the Changing Role of Di- 
vision Chairpersons. 

ED 369 428 
Part-Time Teaching/Full-Time Parenting/Full- 
Time Consequences. 

ED 371 365 
Paternal Psychopathology: Relationship to Ado- 
lescent Substance Abuse and Deviant Behavior. 

ED 371 256 
PATTERNS: A Study of the Effects of Inte- 
grated Curricula on Young Adolescent Prob- 
lem-Solving Ability. 

ED 373 051 
PC, No-An Examination of the Conservative 
Opposition to Political Correctness. 

ED 369 113 
The Pedagogy of Hypertext. 

ED 369 126 
Peer Response: Is It Worth the Effort? 

ED 371 393 
Perception of Multicultural Concepts by Preser- 
vice Teachers in Two Institutions. 

ED 367 603 
Perceptions and Attitudes of Faculty and Stu- 
dents in Two Distance Learning Modes of Deliv- 
ery: Online Computer and Telecourse. 

ED 371 708 
Perceptions of a Beginning Teacher: Exploring 
Subjective Reality. 

ED 370 918 
Perceptions of Beginning Teachers in an Urban 
Setting: Does Mentoring Make a Difference? 

ED 367 637 
Perceptions of First-Year Elementary Principals 
in Three Southeastern States Regarding Principal 
Induction Programs. 

ED 369 187 
Perceptions of Proximate and Distant Learners 
Enrolled in University-Level Communication 
Courses: A Significant Nonsignificant Finding. 

ED 372 428 
Perfectionism in an Interpersonal Context. 

ED 371 259 
Performance-Based Assessment: An Alternative 
Assessment Process for Young Gifted Children. 

ED 370 994 
Performance-Based Assessment of Software 
Skills Proficiency: A Demonstration of the “Judd 
Tests.” 

ED 373 066 
Performance-Based Identification of Culturally 
Diverse Gifted Students: A Pilot Study. 

ED 369 249 
The Performance of the Mantel-Haenszel DIF 
Statistic When Comparison Group Distributions 
Are Incongruent. 

ED 372 097 
Performance Review Aerobics Exercises Which 
Systemize the Process. 

ED 368 443 
eww vet of Students’ World Views to Their 
School Views. 

ED 369 645 
Personal Adjustment of Puerto Rican Adoles- 
cents. 

ED 371 281 
Personal Experience and Academic Discourse: 
Teaching Writing through Autobiography. 

ED 372 393 
Personality and Second-Language Learning: 
Theory, Research, and Practice. 

ED 367 167 


Perspectives on Your Chances for Journal Publi- 
cation. 

ED 369 077 
The Pervasiveness of the “Psychology of Margin- 


alization”: Barriers to Institutional and Personal 
Development in a Multicultural Education Envi- 
ronment. 

ED 369 371 
Philosophical Inquiry into Meta-Analysis. 

ED 372 120 
Philosophical Rationale for Year-Round Educa- 
tion. 

ED 368 075 
ae Attractiveness and Self-Esteem in Mid- 

Childhood: Do Recent Life-Span Develop- 

pede Texts Perpetuate or Challenge Gender 
Stereotypes? 

ED 373 002 
A Place for Second Language Acquisition in 
Teacher Development and in Teacher Education 
Programmes. 

ED 367 163 
Pienning for Reaqenntionst Business Programs: 
The R Strategies, and Prac- 





tices. 

ED 368 909 
A Planning Model for Local Administrator Men- 
tor Program Development. 


Play and Humor in the College Classroom: Using 
Play as a Teaching Technique in Interpersonal 
Communication Classes. 

ED 372 442 


Play Therapy for Children with Disabilities. 
ED 370 303 
Presentations. Pacific Telecommunica- 
tions Council Annual Conference (16th, Hono- 
lulu, Hawaii, January 16-20, 1994). 
ED 370 540 
Plunging into a Foreign Language Without a Dic- 


tionary. 

ED 370 396 
Policies for Integrated Reading Instruction Re- 
lated to a State-Wide Improvement Program. 
ED 372 377 
The Policy Context of Recent Curriculum Re- 
forms in Australia. 

ED 370 204 
Political Trends Affecting Nonmetropolitan 
America. 

ED 370 749 
The Politics of Academia: Points of Departure. 

ED 371 600 
The Politics of Space in (Feminist) Composition 
Theory. 


ED 370 118 
Portfolio Assessment and Secondary Methods 
Classes: What Happens When the Twain Meet? 

ED 367 608 
Portfolio Assessment in Teacher Evaluation: A 
Comparison of the Perspectives of General and 
Special Education Administrators and Teachers. 

ED 369 604 
Portfolio Assessment in Vermont, 1992-93: The 
Teachers’ Perspective on Implementation and 
Impact. 

ED 372 112 
Portfolio Development: Enhancing Professional 
Intelligence. 

ED 372 061 


Portfolios: A Capstone Activity for Students in 
Freshmen Seminar. 

ED 371 702 
A Portrait Study. Expression Anchored by Tradi- 
tion: A Young Native American Artist’s Struggle 
and Growth To Be Creative. 





ED 368 648 
The Portrayal of Gifted Children in Children’s 
Books. 


ED 371 539 
Post-Abortion Perceptions; A Comparison of 
Self-Identified Distressed and Nondistressed 
Populati 

ED 370 020 


Post Concussive and Post Traumatic Stress Dis- 
orders: Two Mutually Exclusive Syndromes. 

ED 369 015 
Postgraduates at the Interface between Higher 
Education and Industry. Centre for the Study of 
Higher Education Research Working Papers 
93.2. 

ED 368 292 
Postmodernism as the Cultural Skin of Late Capi- 
talism: Mapping and the Educational 5 
ED 370 197 
Post-Modernism as the Resurgence of Human- 
ism in Technical Communication. 
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ED 371 402 
Post-War-Hi and Unification of Europe in 
Textbooks. The Romanian Experience. 

ED 371 975 
Potpourri of Resources To Tap Gifted Education 
in Rural Areas. 

ED 369 601 
Power and the Production of Knowledge: Collec- 
tive Team Learning in Work Organizations. 

ED 370 188 


The Power of Coalition: A Comparative Study of 
Two School Reform Projects. 
ED 370 220 
Power, Patriarchy, and Punishment in Shake- 
“Othello.” 


speare’s 

ED 369 095 
The p-Problem with Stepwise Multiple Regres- 
sion. 


ED 367 669 
A Practicum in School Counseling: Using Reflec- 
tive Journals as an Integral Component. 
ED 366 899 
i ae poy ee eg 
hension Le clch on Arificial Network. 
"ap des tan 
Predicting Participation in Smoking Cessation 
Programs. 
ED 370 070 


Predicting Teachers’ Sense of Efficacy and Job 
ys ay 7 aaaemteaamamet 


ED 368 702 


ED 372 434 
Prediction of Research Self-Efficacy and Future 





ED 370 026 
Predictors of Postrape Trauma. 


ED 370 032 


Preliminary Exploration of the Chromatic Differ- 
ential: The Measurement of the Meaning of 


ED 371 407 
A Preliminary Report on the IUSB Parent 
Project: Infant Temperament and Bidirectional 
Influence in the Family. 

ED 367 489 
Prenatal to Preschool: An Integrated Approach 
to School Readiness for Native Hawaiian Chil- 
dren. 

ED 368 482 
Preparing for Poverty: A Case Study of College 
Art Students. 


ED 367 209 
Preparing Future Administrators: Stakeholder 
Perceptions. 


ED 370 192 
Preparing Pre-Service Teachers for Tech Prep. 

ED 366 793 
Preparing Special Educators for Work in Rural 
Areas: Two Field-Based Programs That Work. 

ED 369 612 
Preparing Teachers for Rural Education Settings 
in Australia: Issues of Policy, Practice and Qual- 
ity. 

ED 368 538 
Preparing To Assess Families in Treatment: Reli- 
— and Validity of a Family Affiliation Mea- 


ED 371 039 


ED 367 620 


Preservice Teachers’ Perceptions of and Re- 
sponses to the Differential Needs of Gifted Stu- 
dents in their Classrooms. 

ED 372 060 
The President's Task Force on Retention: Ad- 
dressing Student Success. 

ED 370 642 


Pre-Teacher Case Study Analysis of Teaching 
Life and Earth Science in Multicultural Middle 
School Classes. 

ED 370 800 
Preventing Adolescent Drug _ Involvement, 
School ; = and Emotional Distress. 

ED 368 992 
A Primer on the Use of Predictive Discriminaat 
Analysis. 

ED 367 705 
Principal Reports of Violence in Schools and 
Need for a Violence Prevention Program. 

ED 368 073 
Principles and Practice in an Evaluation Project. 

ED 367 150 
nee iples for Instructional Stack Development 
in 

ED 372 747 
Problematizing the Personal: A Feminist Reas- 
sessment of Expressionist Rhetoric. 
ED 371 367 


Problem Based Learning Using Student Consul- 
tant Teams. 

ED 372 671 
Problems and Prospects of ESP in Multilingual 
Learning-Contexts: An Alternative Approach. 

ED 371 626 
Problem Solving and Verbal Comprehension in 

Distressed Families. 


ED 372 323 


ED 370 970 
Professional Collaboration: Empowering School 
Personnel through Peer Coaching. 

ED 371 496 
Professional Commitment: An Analysis of Stu- 
dents and Alumni. 

ED 371 220 
Professional Development in Education: In 
Search of the Optimal Mix. 

ED 369 181 
The Professional Development of School Princi- 
pals by Means of a Mentoring System in a Devel- 
oping Country. 


ey Evaluation in Light of Language 4 
es Student Assessments and 
EEL formance. 
ED 367 157 
Program Evaluation Models for Science Educa- 
tion: A Synthesis of Literature Sources. 


ED 371 439 
Learn- 


ED 369 653 
ee ee ee 
and Administrators To Enhance the Supervi- 
sion/ Evaluation Process. 

ED 370 930 
Progression in Learning about “The Nature of 
Science”: Issues of Conceptualisation and Meth- 
odology. 


ED 368 545 
Project FORWARD: A Curriculum for JOBS 
Clients. A Leap Forward for JOBS Clients and 
Their Instructors. 

ED 369 945 
Promoting Discourse Mathematics Class- 
rooms Using 2 New Video Series for Middle 
Schools. 


ED 367 534 
Promoting Diversity in Teacher Educaticn. 

ED 373 030 

Middle Schoolers’ Understanding of 

the World of Work. 

ED 366 753 
Promoting Multi-Site Collaborative Inquiry: Ini- 
tial Efforts and Challenges. 

ED 369 320 
A Proposal for Assessing the Teaching of Reli- 
gious History in Indiana Schools. 

ED 368 659 


Protocol Analysis as a Method for Analyzing 
Conversational Data. 
ED 371 406 


Publication Type Index 


Prototype Matching and Striving for Future 
Selves: Information Management Strategies in 
the Transition to College. 

ED 369 328 
The Prototypical Features of the Outstanding 
Professor from the Female and Male Undergrad- 
uate Perspective: The Roles of Verbal and Non- 
verbal Communication. 

ED 368 023 
Providing Leaders in ADA Compliance: A Busi- 
ness/Education Alliance. 

ED 371 808 
Proxemics in Public: Space Violations as a Func- 
tion of Dyad Composition. 

ED 367 940 
Psychological Factors Associated with the Early 
Immersion Experience. Draft. 

ED 370 719 
Psychological Safety of Women on Campus. 

ED 368 316 
Psychotherapy vs. Medication for Depression: 

ing the Conventional Wisdom. 

ED 371 263 
The Public and Private Interface in Technology: 
The Regulation of Industry and Academic Links. 

ED 370 469 
Publication of a Graduate Seminar Journal: Con- 
necting Students and Content. 

ED 367 617 
Pupil-Generated Multiplicative Word Problems 
as a Test of the Theory of the Primitive Intuitive 
Models. 


ED 372 947 
The Purposes of Assessment Revisited. 

ED 367 274 
Pushing the Boundaries of Education: The Impli- 
cations of a Youth Development Approach to 
Education Policies, Structures and Collabora- 
tions. Commissioned Paper #6. 

ED 366 880 
Putting Relationship Maintenance into Proper 
Perspectives. 

ED 371 411 
Putting the Pieces Together: Whole Language 
and the Minority Developmental Student. 

ED 372 362 
Putting the Staff in Staff Development. 

ED 371 792 
The P-12 Experience of Students: In What Ways 
Can It Be a Quality Experience? 

ED 369 158 


A Quadratic Curve Equating Method To Equate 
the First Three Moments in Equipercentile 


Equating. 
ED 372 116 
oe Analysis of Comic Strip Culture: A 


Inquiry. 
ED 368 768 
A Qualitative Assessment Method for Accu- 
rately Diagnosing Bilingual Gifted Children. 
ED 372 644 


A Qualitative Look at Kentucky's Primary Pro- 
gram: Interim Findings from a Five-Year Study. 

ED 371 013 
Quality and Board Leadership. 

ED 371 782 
Quality Assurance in “New” Methods of Learn- 
ing. 

ED 369 347 
Quality Assurance in Teachers’ t. 
ED 372 086 
The Quality of Textbooks: A Basis for European 
Collaboration. 

ED 372 998 
“Que lo diga a los cuatro vientos”: An Ethno- 

ic Analysis of Three Sermons by Priests of 
lexican Origin. 
ED 371 359 


The Radar O’Reiley School of Creative Writing; 
Or, Ottumwa Sure Is a Long Way from lowa 
City. 

ED 372 398 
Raising Reading Readiness in tee gy Income Chil- 
dren by Parent Education. Draft. 

ED 372 873 
Reaching Out to the World: Training Teachers 
To Integrate Telecommunications into Special 
Education Classrooms. 

ED 369 595 
A Read Aloud oe Encourages Parent 
Participation in Sc 

ED 369 596 


Readers, Texts, and Contexts in a Sixth-Grade 





Publication Type Index 


Community of Readers. 

ED 369 071 
The Reader, the Text, the Context: An Explora- 
tion of a Choreographed Response to Literature. 

ED 366 950 
Reading African Women [Writers]. 

ED 371 369 
Reasonable Instructional Accommodations for 
College Students with Learning Differences or 
Disabilities. 

ED 370 293 
Reasons for Living in Homosexual and Hetero- 
sexual Older Adolescents. 

ED 371 270 
Receptivity of Community Residents to Tenants 
of Community Mental Health Residences as 
Neighbours. 

ED 370 036 


Rechten Van Kinderen (Rights of Children) Lec- 
ture on the Ombudsman for Children in Costa 
Rica; Lecture on the Latin American Child and 
Family Network. Studie- en Documentatiecen- 
trum voor Rechten van Kinderen Cahier 7. 

ED 371 851 
Reconstructing Correctional Education on the 
Basis of New Critical Realities. Implications for 
Teachers, Administrators, and Policymakers. 

ED 368 931 
Recreating Realities: An Ethnographic/Case 
Study Approach to the Historic Composition 
Classroom. 

ED 372 397 
Redefining Student Teaching Supervision Re- 
sponsibilities. 

ED 372 040 
Redesigning an EAP Curriculum: 
Needs, Solutions and Teacher Development. 

ED 371 637 
Reflections on Change: Implementing the Pro- 
cess Approach in Hong Kong. 

ED 370 372 


Reflective Inquiry Portfolios: A Design for De- 
velopment and Assessment of Teaching and Su- 
pervision Skills. 

ED 367 612 


Regionalized Parent and Staff Development: The 
Rural California Model (RRCM). 

ED 369 631 
Reinventing the Community College Catalog Us- 
ing Hypertext for IBM. 

ED 367 417 
The Relationship between Anxiety and Achieve- 
ment in Adult Learners. 

ED 370 996 
The Relationship between Assessment and Sup- 
port of Beginning Teachers: Where Do We Go 
from Here? 

ED 368 795 
The Relationship between Attention-Deficit Hy- 
peractivity Disorder and Creativity. 


ED 371 495 
The Relationship between as Secondary 
Teachers’ Conceptions of and Their In- 
structional Practices: Two ‘Cue Studies. 

ED 366 949 
The Relationship between Changes in Perceptual 
Focus and Understanding. 

ED 370 971 
The Relationship between Interest in eees = 
a Career Choice and Perceptions of 
Classroom Environment of 7th and fy —_ 
Students. 


ED 370 931 
The Relationship be Moti | Pattern, 
Conceptual Level of the Course, and Academic 
Achievement. 





ED 372 712 
The Relationship between Preservice Teachers’ 
Belief about the Nature of Knowledge and Their 
Ability To Construct Meaning from Text. 

ED 371 304 
The Relationship between —— 
Treatment Outcome and Self- ; 

ED 370 065 
bo ame pert ty at Sty oe 
tific Knowledge and Their Ability To Ask Hi 

Sa ae 
National Curriculum for Science. 
ED hen 936 


Se eee een Dtactagy, Steam , 
Engineering, and Mathematics. 
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The Relationship between the Learning Strate- 
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gies and Learning Styles in a Hypermedia Envi- 
ronment. 

ED 372 727 
The Relationship of College Facilities and Ser- 
vices to Student Retention. 

ED 368 312 
Relationships among Economic Diversity and 
Context of Student Teaching Placements and Ed- 
ucational Attitudes and Performance of Pre-Ser- 
vice Teachers. 


ED 369 754 
Relationships among Teachers’ Assessment 
Practices and their Student Outcome and Study 
Skill Development Goals. 

ED 367 639 
Relationships between Maternal Coping Efforts 
and Children’s Adaptive Processes in Divorced 
and Intact Families. 

ED 370 069 
Relationships between Test Specifications, Item 
Responses, Task Demands, and Item Attributes 
in a Large-Scale Science Assessment. 

ED 371 010 
Reliability and Validity of the Children’s Loneli- 

ED 370 023 
Religious and Affective Variables of Dually Diag- 
nosed Homeless. 

ED 371 278 
Remarks by the President to American Council 
on Education. 

ED 369 346 
Remembering Our Roots, Writing Our Stories: 

Underpinnings of Auto/ Biographical 


Writing 310. 

ED 366 963 
Re-Negotiating Authority in Composition: Stu- 
dent-Led Discussions and the Interpretation of 
Text. 

ED 369 093 
Replication and Extended Analysis of Behavior 
State, Environmental Events, and Related Vari- 
ables in Profound Disabilities. 

ED 368 128 
A Report of Student Experiences in Pre-Student 
Teaching Field Experience. 

ED 367 599 
Representation of Culture in Children’s Picture 
Books. 


ED 370 570 
Researcher as Teacher: Making the Learning Ac- 
cessible. 

ED 371 031 
Researching Pedagogy: A Transformative, Femi- 
nist Perspective. 

ED 369 724 


Research Regarding the Implementation of New 
Instructional Models to Service Asian LEP Stu- 
dents in a Large Urban School System. 

ED 368 208 
[Research Summary: Year Round Schools May 
Not Be the Answer.] 

ED 369 548 
Resilience in Child Sexual Abuse Survivors: 
Healing Power of Illusions. 

ED 370 028 
Resilient Students’ Beliefs about Their Schooling 
Environment: A Possible Role in Developing 
Goals and Motivation. 

ED 369 817 
Response : An Investigation into Deter- 
minants of Item-Level Timing. 

ED 370 961 
Response Latency Detection of Lying on Person- 
nel Tests. 

ED 370 061 
eae fe ae Saas 6 ae 
School: Preliminary Analyses. 

ED 371 917 
eet for the 90s and ond: Solution 

Based Learning in the Era of Homes, 


Wired Communities, Fast Systems, Global Net- 
works, and Fast Forward Learners in a Borderless 
World. 


ED 370 181 


Restructuring Higher Education Finance: Shift- 
-~ 1s _guaamaaimaes Government to 


ED 368 303 
Results of Schoolwide Action Research in the 
League of Professional Schools. 

ED 370 969 
Results of the Computer Use Survey for School 


of Education Students. 

ED 372 098 
Retaining Latino Undergraduates: Lessons from 
the University of Michigan. 

ED 367 745 
Rethinking Teaching and Testing: Quality in the 
Classroom. 

ED 367 406 
Retrofitting the Bridge between Academics and 
Business: Here Is How It Is Done. 

ED 372 212 
The Return of the Addressed: Rhetoric, Reading 
and Resonance. 

ED 371 426 
The Return to Catholicity: A Department Chair’s 
Perspective. 

ED 370 522 
Reverse Mainstreaming: A Team-Teaching 
Model for Integrative Education. 

ED 368 091 
Review of Research Concerning the Effective- 
ness of SI from the University of Missouri-Kan- 
sas City and Other Institutions from Across the 
United States. 

ED 370 502 


A Review of the Literature Regarding the Roles 
and Responsibilities of Assistant Principals. 

ED 371 436 
A Revised Modified Parallel Analysis (RMPA) 
for the Construction of Unidimensional Item 


Pools. 

ED 368 780 
The Revised Program Evaluation Standards and 
Their Correlation with the Evaluation Use Liter- 


ature. 

ED 370 999 
Revising the Mathematics Department. 

ED 367 422 
(R)evolution in Financial Services Education. 

ED 367 391 
Rhetorical Prudence and Ethics: Writing as Cul- 
tural Criticism vs. Writing as Moral and Civic 
Thinking. 

ED 371 400 
Rhetoric and Composition: A Necessary Ten- 


sion. 

ED 369 102 
Rhetoric as Preventive Medicine: The Essays of 
E. M. Forster. 

ED 371 361 
Rhetoric Hewn by Audience and History: The 
Evolution of the Annual Report as a Business 
Document. 

ED 370 138 
The Rhetoric of Extremity: Teaching 


Rich to Undergraduates. 
we 372 388 

The Rhetoric of Page Design: Making Meaning 
Visible. 

ED 371 311 
Riding Them off into the Sunset: A Cost-Effec- 
tiveness Review of a District's Special Programs. 
Publication No. 93.10. 

ED 372 082 


The Rights of Children in Japan: A Teaching 
Unit for the Upper Elementary Grades (4-6). 
ED 372 002 
Risk Factors Associated with Substance Use in 
Adolescents. 
ED 371 258 


Robustness of Unidimensional IRT Calibration in 
the Presence of Essential Dimensionality. 

ED 371 019 
Rock Poetry: The Literature Our Students Listen 
To. 


ED 372 631 
The Role of Cohesion in Communicative Compe- 
tence as Exemplified in Oral Proficiency Testing. 

ED 369 258 
We Bite ft Binet > Gees Saeee 
Theories: Implications for Collaboration. 

ED 371 349 


The Role of Education in the Cultural and Artis- 
tic Development of the Individual. 

ED 367 585 
The Role of Education in the Cultural and Artis- 
tic Development of the Individual: Developing 
Artistic and Creative Skills. 

ED 367 584 
The Role of “ 


Experiments” 
Change: A Teaching- Experiment "Study of 
tric Circuits. 
ED 368 576 
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The Role of Language Testing in Language Pro- 
gram Evaluation. 
ED 367 148 
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ED 366 901 
The Role of Obscenity in College Radio. 

ED 367 042 
The Role of Planning in Simple Digital Circuit 
Design. 


ED 372 091 
The Role of the Independent Sector in a Modern 
Democratic Society. An European View. 

ED 369 690 
The Role of Work Identity in Women's Adjust- 
ment to Divorce. 

ED 369 016 
Role Playing in Foreign Language Len 4 An 
Application in an {oe - Chinese Class. 

ED 369 289 


The Roots of Reading: Preserving the Heritage of 
a Profession 


Rural Communities Communicating: 
gence of Two-Way Interactive Video in South- 
western, Rural, Small Schools. 


ED 367 512 
Rural School Superintendents’ Perception of 
State Department of Education Influence. 

ED 368 539 
Saying “Yes” for “No” and “No” for “Yes”: A 
Chinese Rule. 


ED 367 024 
Scholarship Reconsidered and Its Impact on the 
Faculty Member. 

ED 369 372 
School Age Child Care Staff Training Evaluation. 

ED 367 768 
School and Home Environments as Contributing 
Factors in the Development of Communication 
Apprehension in Children. 

ED 367 018 
School and Teacher Effectiveness in Victoria. 
Key Findings from Phase | of the Victorian Qual- 
ity Schools Project. 

ED 367 067 
School-Based Decision Making in Rural Ken- 
tucky Schools: Interim Findings of a Five-Year, 
Longitudinal Study. 

ED 371 932 
School-Based Management Development: Part- 
nership in Action. 

ED 367 062 


School-Community Agency Collaboration in Ru- 
ral Settings. 

ED 368 535 
School Improvement: A Case Study. An Effec- 
tive Schools Framework for Partnerships in Sys- 
temic Reform. 

ED 370 172 
School Professionals’ Attributions of Blame in a 
Case of Child Sexual Maltreatment. 

ED 372 316 
School Psychologists Respond to School Vio- 
lence: A National Survey. 

ED 371 268 
School Responses to State-Level Restructuring 
Legislation. 


ED 369 176 
School Restructuring: A Study of Curriculum 
and Instruction in Selected Accelerated Schools. 

ED 370 222 
School Restructuring: A Study of the Role of 
Parents in Selected Accelerated Schools. 

ED 370 189 
Schools as Open Social Systems: A Study of Site 
Specific Restructuring. 

=: 371 446 


Schools Coping with a Changing W 

=D: 369 175 
School System Simulation: An Effective Model 
for Educational Leaders. 


ED 371 444 
School-to-Work Transition: Tensions between 
Policy and Workplace Opportunities in Rural Ar- 
izona. 

ED 367 790 
School/University Partnerships and the UNI 
Teaching Associates Cadre Model: Professional 
Benefits to PreK-12 Educators. 

ED 369 728 


Screen Design: A Review of Research. 
ED 370 561 


Secondary Education and Research in Malta: An 
Overview = Recherche et enseignement secon- 
daire a Malte: Yue d’ensembie. 

ED 370 848 
Secondary Schools and European/ International 
Education in Europe: Mobility, Curricula, and 
Examinations. 

ED 367 552 


Secondary School Students Classified as Seri- 
ously Emetionally Disturbed: How Are They Be 
ing 


ED 369 232 
Second Language Acquisition Research in the 
Language Classroom. 


ED 367 162 

Second Language Proficiency Assessment and 
Program Evaluation. 
ED 367 152 


Secrets in Full View: Sexual Harassment in Our 
K-12 Schools. 

ED 371 264 
Selected Characteristics of Higher Education in 
the United States and the State of Nebraska. 

ED 371 650 
Selecting Behavioral Interventions for Individu- 
alized Intervention Plans. 

ED 368 129 
Selecting Program Delivery Methods Effec- 
tively. 

ED 366 749 
The Selection of Test Items for Decision Making 
with a Computer Adaptive Test. 

ED 372 078 
Self-Confidence and Critical Thinking Skills: 
Changes during the Student Teaching Experi- 
ence. 


ED 367 644 
Self-Confrontation and Public Speaking Appre- 
hension: To Videotape or Not Videotape Student 
Speakers? 

ED 371 419 


Self-Study Centre: Help, Fun, and Interdepen- 
dence. 


ED 369 255 
Selling Violence: Television Commercials Tar- 
geted to Children. 

ED 371 425 
The Semantic Adaptation of Turkish Loanwords 
in Cypriot-Greek. 

ED 371 623 
The Sensory Impaired in a Residential/Day 
School: Assessment Procedure. 

ED 370 283 
Service Delivery Models and Students with 
Emotional Disabilities and Behavior Disorders: 
A Rural Perspective. 

ED 369 608 
Serving Under-Represented Diverse Popula- 


tions. 

ED 367 604 
Serving Up Activities for TV Cooking Shows. 

ED 371 621 
The Setswana i(n) Verbal Prefix. 

ED 368 205 
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CS214418 
CS214419 
CS214420 
CS214421 
CS214422 
CS214423 
CS214424 
CS214426 
CS214428 
CS214429 
CS214431 
CS214433 
CS214434 
CS214435 
CS214436 
CS214437 


ED371360 
ED371361 
ED371362 
ED371363// 
ED371364 
ED371365 
ED371366 
ED371367 
ED371368 
ED371369 
ED371370 
ED371371 
ED371372// 
ED371373// 
ED371374// 
ED371375 
ED371376 
ED371377 
ED371378 
ED371379// 
ED371380 
ED371381 
ED371382 
ED371383 
ED371384 
ED371385 
ED371386// 
ED371387// 
ED371388// 
ED371389 
ED371390 
ED371391 
ED371392 
ED371393 
ED371394 
ED371395 
ED371396 
ED372383 
ED372384 
ED371397 
ED371398 
ED371399 
ED371400 
ED372385 
ED372386 
ED372387 
ED372388 
ED371401 
ED372389 
ED372390 
ED372391 
ED372392 
ED372393 
ED372394 
ED372395 
ED372396 
ED372397 
ED372398 
ED372399 
ED372400 
ED372401 
ED372402 
ED372403 
ED372404 
ED372405 
ED372406 
ED372407 
ED372408 
ED372409 
ED372410 
ED372411 
ED372412// 
ED372413 
ED372414 
ED366996 
ED366997 
ED366998 
ED366999 
ED368001 
ED368002 
ED367000 
ED367001 
ED367002 
ED367003 
ED367004 
ED367005 
ED367006 
ED367007 
ED367008 
ED367009 
ED367010 
ED367011 
ED367012 
ED367013 
ED368003 
ED367014 
ED367015 


CS508472 
CS508473 


ED370141 
ED370142 
ED370143 
ED370144 
ED370145 
ED370146 
ED370147 
ED370148 
ED370149 
ED370150 
ED370151 
ED370152 
ED371402 
ED371403 
ED371404 
ED371405 
ED371406 
ED371407 


EA024690 
EA024691 
EA024692 
EA025007 
EA025032 
EA025076 
EA025225 
EA025290 
EA025408 
EA025422 
EA025467 
EA025489 
EA025495 
EA025504 
EA025515 
EA025579 


EA025624 


ED371408 
ED371409 
ED371410 
ED371411 
ED371412// 
ED371413 
ED371414 
ED371415 
ED371416 
ED371417 
ED371418 
ED371419 
ED371420// 
ED371421 
ED371422 
ED371423 
ED371424 
ED371425 
ED371426 
ED372415 
ED372416 
ED371427 
ED372417 
ED372418 
ED371428 
ED372419 
ED372420 
ED372421! 
ED372422 
ED372423 
ED372424 
ED372425 
ED372426 
ED372427 
ED372428 
ED372429 
ED372430 
ED372431 
ED372432 
ED372433 
ED372434 
ED372435 
ED372436 
ED372437 
ED372438 
ED372439 
ED372440 
ED372441 
ED372442 
ED372443 
ED372444 
ED372445 
ED372446 
ED372447 
ED372448 
ED372449 
ED372450 
ED372451 
ED372452 
ED372453// 
ED372454// 
ED372455 
ED372456 
ED372457 
ED372458 
ED372459 
ED372460 
ED372461 


ED370153 
ED370154 
ED370155 
ED370156 
ED367044 
ED370157 
ED368031 
ED369130 
ED367045 
ED369131 
ED368032 
ED370158 
ED369132 
ED370159 


ED367051 





778 Clearinghouse Number/ED Number Cross Reference Index 


EA025625 ED367052 EA025742 ED372463 EA025850 ED370215 EA025963 ED372483 
ED367053 EA025743 ED369148 EA025851 ED370216 EA025964 ED372484 
ED367054 EA025745 ED369149 EA025852 ED370217 EA025965 ED372485 
ED367055// EA025746 ED368081 EA025853 ED370218 EA025966 ED372486 
ED367056 EA025748 ED370171 EA025854 ED370219 EA025967 ED372487 
ED370161 EA025749 ED369150 EA025855 ED370220 EA025968 ED372488 
ED367057 EA025750 ED369151 EA025856 ED370221 EA025969 ED372489 
ED367058// EA025751 ED369152 EA025857 ED370222 EA025970 ED372490 
ED369134 EA025752 ED370172 EA025858 ED370223 EA025971 ED372491 
ED368037 EA025753 EA025859 ED370224 EA025972 ED372492// 
ED368038 EA025755 EA025860 ED370225 EA025973 ED372493// 
ED367059 EA025756 EA025861 ED370226 EA025975 ED372494// 
ED367060 EA025757 EA025862 ED371448 EA025978 ED372495 
ED367061 EA025758 EA025863 ED370227 EA025980 ED372496// 
ED367062 EA025759 EA025864 ED370228 EA025983 ED372497 
ED367063// EA025760 EA025865 ED370229 EA025984 ED372498 

EA025761 EA025866 ED371449// EA025985 ED372499 
EA025762 EA025867 ED370230 EA025986 ED372500 
EA025763 ED370173// EA025868 ED370231 EA025995 ED372501 
EA025764 ED369158 EA025869 ED370232 EA025997 ED372502 
EA025765 ED369159 EA025871 ED370233// EA025998 ED372503 
EA025766 ED369160 EA025872 ED370234// EA025999 ED372504 
EA025768 ED369161// EA025873 ED371450 EA026000 ED372505 
EA025770 ED369162 EA025875 ED371451 EA026001 ED372506 
EA025771 ED369163 EA025876 ED370235 EA026002 ED372507 
EA025772 ED369164 EA025877 ED370236 EA026003 ED372508 
EA025773 ED369165 EA025878 ED370237 EA026004 ED372509 
EA025774 ED369166 EA025879 ED370238 EA026005 ED372510 
EA025775 ED369167 EA025880 ED370239 EA026007 ED372511 
EA025776 ED369168 EA025881 ED371452 EA026055 £D371491 
EA025777 EDs70174 BAgss002 ED370240 
EA025778 169 EA025883 ED370241 
EA025779 ED371442 EA025884 ED370242 EC301625 | ED370251 
EA025780 ED370175 EA025885 ED370243 EC301898 ED370252 
EA025781 ED370176 EA025888 ED370244 EC301933 ED370253 
EA025782 ED370177 EA025889 ED370245 EC301934 ED370254 
EA025783 ED369170 EA025890 ED370246 EC301935  ED370255 
ED370163// EA025785 ED369171 EA025891 ED370247 EC301936 ED370256 
ED369140/ / EA025786 ED372464 EA025892 ED371453// EC301937_ ED370257 
EA025788 ED370178 EA025893 ED371454// EC301938 ED370258 
EA025790 ED369172 EA025894 ED371455// EC301939 ED370259 
EA025791 ED369173 EA025895 ED371456// EC301940 ED370260 
EA025792 ED369174 EA025896 ED371457// EC301941 ED370261 
EA025793 ED371443 EA025898 ED371458// EC301942 ED370262 
EA025794 ED369175 EA025899 ED371459 EC301943  ED370263 
ED371432 EA025795 ED369176 EA025900 ED370248 EC301944 ED370264 
ED371433 EA025796 ED369177 EA025901 ED371460 EC301945 ED370265 
ED371434 EA025799 ED370179 EA025902 ED371461 EC301946 + ED370266 
EA025800 ED370180 EA025903 ED371462// EC301947 ED370267 
EA025801 ED370181 EA025904 ED371463 EC301948 + ED370268 
EA025802 ED369178 EA025905 ED370249 EC302019  ED372512 
EA025803 ED369179 EA025906 ED371464 EC302113  ED372513 
EA025804 ED370182 EA025907 ED371465 EC302114 ED372514 
EA025805 ED369180// EA025908 ED371466// EC302747 ED367068// 
EA025806 ED370183 EA025909 ED371467 EC302748 ED367069 
EA025807 ED369181 EA025910 ED371468 EC302749 ED367C70 
EA025808 ED370184 EA025911 ED370250 EC302750 ED368086 
EA025809 ED370185// EA025914 ED371469 EC302751 ED368087 
EA025810 ED370186// EA025915 ED371470 EC302752 ED367071 
EA025811 ED369182 EA025916 ED371471 EC302753 ED367072 
EA025812 ED369183 EA025917 ED371472 EC302754 ED367073// 
EA025813 ED369184 EA025918 ED371473 EC302766 ED367074 
EA025814 ED371444 EA025919 ED371474 EC302776 ED367075 
EA025815 ED369185 EA025920 ED371475 EC302777 ED367076 
EA025816 ED369186 EA025921 ED371476// EC302778 ED367077 
EA025817 ED370187// EA025922 ED371477// EC302779 ED367078 
EA025818 ED370188 EA025923 ED371478// EC302780 ED367079 
EA025820 ED370189 EA025924 ED371479// EC302781 ED367080 
EA025821 ED370190 EA025925 ED371480// EC302782 ED367081 
EA025822 ED370191 EA025926 ED371481// EC302783 ED367082 
EA025823 ED370192 EA025928 ED371482 EC302784 ED367083 
EA025824 ED370193 EA025930 ED371483 EC302785 ED367084 
EA025825 ED370194 EA025931 ED371484 EC302786 ED367085 
EA025826 ED370195 EA025932 ED371485 EC302787 ED367086 
EA025827 ED371445 EA025934 ED371486 EC302788 ED367087 
EA025828 ED370196 EA025935 ED371487 EC302789 ED367088 
ED371437 EA025829 ED370197 EA025936 ED372465 EC302790 ED367089 
ED371438 EA025830 ED371446 EA025937 ED372466 EC302791 ED367090 
£D371439 EA025831 ED369187 EA025938 ED372467 EC302792 ED367091 
ED371440 EA025832 ED370198 EA025939 ED372468 EC302793 ED367092 
ED368076 EA025833 ED371447 EA025941 ED372469 EC302795 ED367093 
ED368077 EA025834 ED370199 EA025942 ED372470 EC302796 ED367094 
ED368078 EA025835 ED370200 EA025943 ED372471 EC302797 ED367095 
ED370164 EA025836 ED370201 EA025945 ED372472 ED367096 
ED369145 EA025837 ED370202// EA025946 ED372473 ED367097 
ED370165 EA025838 ED370203 EA025948 ED372474 ED367098 
EA025839 ED370204 EA025949 ED371488 ED367099 
EA025840 ED370205 EA025950 ED371489 ED367100 
EA025841 ED370206 EA025951 ED372475 ED36710! 
EA025842 ED370207 EA025952 ED372476 ED367102 
EA025843 ED370208 EA025953 ED371490 ED367103 
EA025844 ED370209 EA025955 ED372477 ED367104 
EA025845 ED370210 EA025957 ED372478 ED367105 
EA025846 ED370211 EA025958 ED372479 ED367106 
EA025847 ED370212// EA025959 ED372480 ED367107 
ED370170 EA025848 ED370213 EA025961 ED372481 ED367108 
EA025741 ED372462 EA025849 ED370214 EA025962 ED372482 EC302811 ED367109 





Clearinghouse Number/ED Number Cross Reference Index 


EC302812 
EC302818 
EC302819 
EC302820 
EC302821 
EC302822 
EC302823 
EC302824 
EC302825 
EC302826 
EC302829 
EC302830 
EC302832 
EC302833 


EC302925 


ED367110 
ED367111// 
ED367112// 
ED372515 
ED372516 
ED367113 
ED367114 
ED367115 
ED367116 
ED367117 
ED367118 


ED372517 
ED368118 
ED368119 
ED368120 
ED368121 
ED368122 
ED368123 
ED368124 
ED368125 
ED368126 
ED368127 
ED368128 
ED368129 


ED369195// 
ED369196 


EC302926 
EC302928 
EC302929 
EC302930 
EC302931 
EC302932 
EC302933 


ED369199 
ED369200 
ED367127 
ED369201 
ED369202 
ED369203 
ED369204 
ED369205 
ED369206 
ED369207 
ED369208 
ED369209 
ED369210 
ED369211 
ED369212 
ED369213 
ED369214// 
ED369215 
ED369216 
ED369217 
ED369218 
ED369219 
ED369220 
ED369221 
ED369222 
ED369223 
ED369224 
ED369225 
ED369226 
ED369227 
ED369228 
ED369229 
ED369230 
ED369231 
ED369232 
ED369233 
ED369234 
ED369235 
ED369236 
ED369237// 
ED369238// 
ED369239// 
ED369240 
ED369241 
ED369242 
ED369243 
ED369244 
ED369245 
ED369246 
ED369247 
ED369248 
ED369249 
ED369250 
ED369251 
ED369252 
ED369253 
ED370269 
ED370270 
ED370271 
ED376272 
ED370273 
ED370274 
ED370275 
ED370276 
ED370277 
ED370278 
ED370279 
ED370280 
ED370281 
ED370282 
ED370283 
ED370284 
ED370285 
ED370286 
ED370287 
ED370288 
ED370289 
ED370290// 
ED370291 
ED370292// 
ED370293 


ED370309// 


EC303142 


ED370310// 
ED370311 
ED370312 
ED370313 
ED370314 
ED370315 
ED370316 
ED370317 
ED370318 
ED370319 
ED370320 
ED370321 
ED370322 
ED370323 
ED370324 
ED370325 
ED370326 
ED370327 
ED370328 
ED370329 
ED370330 
ED370331 
ED370332 
ED370333 
ED370334 
ED370335 
ED370336 
ED370337 
ED370338 
ED370339 
ED370340 
ED370341// 
ED370342// 
ED370343 
ED371492 
ED371493 
ED371494 
ED371495 
ED371496 
ED371497 
ED371498 
ED371499 
ED371500 
ED371501 
ED371502 
ED371503 
ED371504 
ED371505 
ED371506 
ED371507 
ED371508 
ED371509 
ED371510 
ED371511 
ED371512 
ED371513 
ED371514 
ED371515 
ED371516 
ED371517 
ED371518 
ED371519 
ED371520 
ED371521 
ED371522 
ED371523 
ED371524// 
ED371525// 
ED371526 
ED371527 
ED371528 
ED371529 
ED371530 
ED371531 
ED371532 
ED371533 
ED371534 
ED371535 
ED371536 
ED371537 
ED371538 
ED371539 
ED371540 
ED371541 
ED371542 
ED371543 
ED371544 
ED371545 
ED371546 
ED371547 
ED371548 
ED371549 
ED371550 
ED371551 
ED371552 
ED371553 
ED371554 


EC303143 
EC303144 
EC303145 
EC303146 
EC303147 
EC303148 
EC303149 
EC303150 
EC303151 
EC303152 
EC303153 
EC303154 
EC303155 
EC303156 
EC303157 
EC303158 
EC303159 
EC303160 
EC303161 
EC303162 
EC303163 
EC303164 
EC303165 
EC303166 
EC303167 
EC303168 
EC303169 
EC303170 
EC303171 
EC303172 


- EC303173 


EC303174 
EC303175 
EC303176 
EC303177 
EC303178 
EC303179 
EC303180 
EC303181 
EC303182 
EC303183 
EC303184 
EC303185 
EC303186 
EC303187 
EC303188 
EC303189 
EC303190 
EC303191 
EC303192 


ED37i555 
ED371556 
ED371557 
ED371558 
ED371559 
ED371560 
ED371561 
ED372518 
ED372519 
ED372520 
ED372521 
ED372522 
ED372523 
ED372524 
ED372525 
ED372526// 
ED372527 
ED372528 
ED372529 
ED372530 
ED372531 
ED372532 
ED372533 
ED372534 
ED372535 
ED372536 
ED372537 
ED372538 
ED372539 
ED372540 
ED372541 
ED372542 
ED372543 
ED372544 
ED372545 
ED372546 
ED372547 
ED372548 
ED372549 
ED372550 
ED372551 
ED372552 
ED372553 
ED372554 
ED372555 
ED372556 
ED372557 
ED372558 
ED372559 
ED372560 
ED372561 
ED372562 
ED372563 
ED372564 
ED372565 
ED372566 
ED372567 
ED372568 
ED372569 
ED372570 
ED372571 
ED372572 
ED372573 
ED372574 
ED372575 
ED372576 
ED372577 
ED372578// 
ED372579// 
ED372580 
ED372581 
ED372582 
ED372583 
ED372584 
ED372585 
ED372586 
ED372587 
ED372588// 
ED372589 
ED372590 
ED372591 
ED372592 
ED372593 


ED370344 
ED372594// 


ED368158 





Clearinghouse Number/ED Number Cross Reference Index 


ED367131 ED368186 ED369285 FLO22214 ED372600 
ED368187 ED369286 FLO22215 ED370434 
ED371563 ED371587 FLO22216 ED370435 
ED368188 ED369287 FLO22217 ED370436 
ED368189 ED369288 FLO22218 ED370437 
ED368190 ED369289 FLO22219 ED370438 
ED368191 ED368215 FLO22220 ED370439 
ED368192// ED369290 FLO22224 ED371596 
ED369291 FLO22226 ED372601 
ED369292 FLO22227. ED371597 
ED369293 FLO22230 ED371598 
FLO22232 ED371599 
FLO22234 ED371600 
FLO22235 ED371601 
FLO22236 ED371602 
FLO22237 ED371603 
FLO22238 ED371604 
FLO22239 ED372602 
FLO22240 ED371605 
FLO22241 ED371606 
FLO22245 ED371607 
FLO22248 ED371608// 
FLO22253 ED371609 
ED371588 FLO22255 ED371610 
ED370369 FLO22256 ED371611 
ED370370 FLO22257 ED371612 
ED370371 FLO22258 £ED371613 
ED368167// ED370372 FLO22259 ED371614 
ED368168 ED370373 FLO22260 ED371615 
ED368 169 ED370374 FLO22262 ED371616 
ED368170 ED370375 FLO22263 ED371617 
ED368171 ED370376 FLO22264 ED371618 
ED368172 ED370352 ED370377 FLO22265 ED371619 
ED367141 ED370353 ED370378 FLO22266 ED371620 
ED367142 ED370379 FLO22267 ED371621 
ED367143 ED370380 FLO22269 ED371622 
ED367144 ED370381 FLO22270 ED371623 
ED367145 ED370382 FLO22271 ED371624 
ED367146 ED370383 FLO22272 ED371625 
ED368173 ED370384 FLO22274 ED371626 
ED368174 ED370385 FLO22277. ED371627 
ED368175 ED370386 FLO22278 ED371628 
ED368176 ED370387 FLO22279 ED370440 
ED368177 ED370388 FLO22281 ED371629 
ED369257 ED370389 FLO22282 ED371630 
ED367147 ED370390 FLO22283 ED371631 
ED367148 ED372597 ED370391 FLO22284 ED372603 
ED367149 ED371571 ED370392 FLO22285 ED372604 
ED367150 ED369269 ED370393 FLO22286 ED372605 
ED367151 ED369270 ED370394 FLO22287 ED371632 
ED367152 ED369271 ED370395 FLO22288 ED371633// 
ED367153 ED369272 ED370396 FLO22289 ED372606 
ED367154 ED368210 ED370397 FLO22290 ED371634 
ED367155 ED370354 ED370398 FLO22291 ED371635 
ED367156 ED370355 ED370399 FLO22292 ED372607 
ED367157 ED368211 ED370400 FLO22293 ED372608 
ED367158 ED368212 ED370401 FLO22294 ED372609 
ED367159 ED372598 ED370402 FLO22295 ED372610 
ED367160 ED368213 ED370403// FLO22296 ED372611 
ED367161 ED369273 ED371589 FLO22297 ED372612 
ED367162 ED369274 ED371590 FLO22298 ED372613 
ED367163 ED369275 ED371591 FLO22300 ED371636 
ED367164 ED369276 ED370404 FLO22301 ED371637 
ED367165 ED369277 ED371592// FLO22302 ED371638 
ED367 166 ED369278 FL022303 ED372614 
ED367167 ED369279 FLO22304 ED372615 
ED367 168 ED369280 ED371593// FLO22305 ED372616 
ED368178 ED369281 ED370407 FLO22306 ED372617 
ED367169 ED369282 ED370408 FLO22307 ED372618 
ED367170 ED369283 ED370409 FLO22308 ED3726i9 
ED3$7171 ED370356 ED370410 FLO22309 ED371639 
£D367172 ED370357 ED372599 FLO22310 ED371640// 
ED367173 ED370358 ED370411 FLO22311 ED372620 
ED367174 ED370359 ED371594 FLO22313 ED372621 
ED367175 ED370360 ED370412 FLO22314 ED372622 
ED367176 ED370361 ED370413 FLO22316 ED372623 
ED368179 ED370362 ED370414 FLO22317 ED372624 
ED367177 ED370363 ED370415 FLO22318 ED372625 
ED367178 ED370364 ED370416 FLO22319 ED372626 
ED367179 ED370365 ED370417 FLO22320 ED372627// 
ED368180 ED371572 ED370418 FLO22321 ED372628 
ED36818! ED371573 ED370419 FLO22322 ED372629 
ED367180 ED371574 ED370420 FLO22323 ED372630 
ED367181 ED371575 ED370421 FLO22327. ED372631 
ED367182 ED371576 ED370422 FLO22328 ED372632 
ED370351 ED371577 ED370423 FLO22329 ED372633 
ED369258 ED371578 ED370424 FLO22330 ED372634 
ED368182 ED371579 ED370425 FL022332 ED372635 
ED371580 ED370426 FL022333 ED372636 
ED371581 ED370427 FLO22334 ED372637 
ED371582 ED370428 FLO22338 ED372638 
ED371583 ED370429 FLO22339 ED372639// 
ED371584 ED370430 FLO22341 ED372640 
ED371585 ED370431// FLO22342 ED372641 
ED371586 ED370432 FLO22343 ED372642 
ED369284 ED371595 FLO22344 ED372643 
ED368185 ED368214 FLO22213 ED370433 FLO22345 ED372644 





Clearinghouse Number/ED Number Cross Reference Index 


HE026474 
HE026545 
HE026767 
HE027119 
HEO027120 
HEO027121 
HE027122 
HE027123 
HE027124 
HE027125 
HE027126 


ED372645 
ED372646 
ED372647 
ED372648 
ED372649 
ED372650// 
£D372651 
ED372652 
ED372653 


ED372655 
ED370442 
ED372656 
ED368216 
ED367190 
ED367191 
ED367192 
ED367193 
ED367194 
ED367195 
ED367196 
ED367197 
ED367198 
ED368217 
ED368218// 
ED368219// 


ED370445// 
ED370446// 
ED370447// 
ED370448 // 
ED370449 
ED370450 
ED370451 
ED372657 
ED370452 
ED370453 
ED370454 
ED371642 
ED371643 
ED371644 
ED372658// 
ED372659 
ED372660 
ED372661 
ED372662 
ED372663 
ED372664 


ED372665// 


HEO027165 


HEO027215 
HEO027216 
HEO27217 
HE027218 
HE027219 
HE027220 
HEO027221 
HE027222 
HE027223 


HE027275 


ED367220/ / 
ED367221 
ED367222 
ED367223 
ED367224 
ED367225 
ED367226 
ED367227 
ED368240 
ED367228 
ED367229 
ED367230 
ED367231 
ED367232 
ED367233 
ED367234// 
ED367235 
ED367236 
ED367237 
ED367238 
ED367239 
ED367240 
ED367241 
ED367242// 
ED367243 
ED367244 
ED367245 
ED367246 
ED367247 
ED367248 
ED367249// 
ED367250 
ED367251 
ED367252 
ED367253 
ED367254 
ED367255 
ED367256 
ED367257 
ED367258 
ED367259 
ED367260 
ED367261 
ED367262 
ED367263 
ED367264// 


ED367276// 
ED367277// 
ED367278// 


HE027276 
HE027277 
HE027278 
HE027279 


HE027376 


368304 
ED367279// 
ED367280// 
ED367281// 
ED367282// 
ED367283// 


ED368318// 
ED368319// 


ED369311// 
ED369312 
ED369313 
ED369314 
ED369315// 
ED369316 
ED369317 
ED369318// 


HE027377 
HEO27378 
HE027379 
HE027380 
HE027381 


HE027479 


ED369338 
ED369339// 


ED369377// 
ED369378 
ED369379// 


ED370477// 
ED370478 
ED370479 
ED370480 
ED370481 
ED370482 
ED370483 
ED370484 
ED370485 
ED370486/ / 
ED370487 
ED370488 
ED370489 
ED370490 
ED370491 


ED370518 





Clearinghouse Number/ED Number Cross Reference Index 


ED370519 HE027580 ED372695 IR016614 ED369386 IR0S4851 ED367320 
ED372696 IR016615 ED371709 1RO54852 ED367321 
ED372697 IRO16616 ED369387 IR054853  ED367322 
ED372698 IRO16618 ED369388 1R054854 ED367323 
ED372699 IR016619 ED372726 IRO54855 ED367324 
ED371645// ED372700 IR016620 ED369389 IROS4856 ED367325 
ED371646 ED372701 IRO16621 ED369390// IROS4857 ED367326 
ED371647 ED372702 1R016622 ED371710 IR054858 ED367327 
ED371648 ED372703 IR016623 ED369391 1ROS4859 ED367328 
ED371649 ED372704 IRO16624 ED369392 IROS4860 ED367329 
ED371650 ED372705// IRO16625 ED371711 1ROS4861 ED367330 
ED371651// ED372706// ED371712 IR0S4862 ED367331 
ED371652 ED372707// ED371713 1R054863 ED367332 
ED371653 ED372708 ED371714 IR054864 ED367333 
ED371654 ED372709 ED371715 1R054865 
ED371655 ED372710 ED371716 1RO54866 
ED371656 ED372711 ED371717 1RO54867 
ED371657 ED372712 ED370524 1RO54868 
ED371658// ED372713// ED371718 1RO54869 
ED371659// ED372714 ED371719 1R054870 
ED371660 ED372715// ED372727 1RO54871 
ED371661 ED372716// ED370525 1R054872 
ED371662 ED372717 ED370526 1R054873 
ED371663 ED372718 ED371720 1R054874 
ED371664 ED372719 ED370527 1RO54875 
ED371665 ED372720 ED371721 1R054876 
ED371666 ED372721 ED371722 1R054877 
ED371667 ED372722 ED370528 1R054878 
ED371668// ED372723 ED370529 1R054880 
ED371669// HE027679 ED372724 ED370530 IR054881 
EDarion EDMoe nosso 
1671 ED370532 054890 
ED371672 1RO15490 = ED372725 ED370533 1R054891 
ED371673 IRO16091 ED369383 ED370534 1R054892 
ED371674 IRO16536 ED368324 ED372728 1R054895 
ED372666 1RO16540 ED367285 ED371723 1R054896 
ED371675 TRO16541 ED367286 ED371724 1R054897 
ED371676 IRO16543. ED367287 ED370535 1R054898 
ED371677 IRO16546 =ED367288 ED372729 
ED371678 IR016547 ED367289 ED372730 
ED371679 IRO16548 ED367290 ED372731 
ED371680 IRO16549 =ED367291 ED372732 
ED371681 IRO16551 ED368325 ED371725 
ED371682 IRO16552 ED367292 ED372733 
ED371683 IRO16553 ED367293 ED372734 
ED371684 IRO16554 ED367294 ED372735 
ED371685 1RO16555 ED367295 ED372736 
ED371686 IRO16556 ED367296 ED372737 
ED371687 IRO16557 ED367297 ED370536 
ED371688 IRO16558 ED367298 ED372738 
ED371689 IRO16559 ED367299 ED371726 
ED371690 IRO16560 ED368326 ED370537 
ED371691 IRO16561 ED367300// ED370538 1R054913 
ED371692 1R016562 ED368327 ED372739 1RO54914 
ED371693 IRO16563 ED368328 ED372740 IRO54915 
ED371694 1R016564 ED367301 ED372741 1R054916 
ED371695 1RO16566 ED368329 ED370539 1R054917 
ED371696 IRO16567 ED368330 ED372742 IRO5S4918 
ED371697 IRO16569 ED367302 ED372743 1R054919 
ED371698 IRO16570 ED368331 ED372744 1R054920 
ED371699 IRO16571 ED368332 ED372745 1R054921 
ED371700 IRO16572 ED368333 ED372746 IRO5S4922 
ED371701 IRO16573 ED367303 ED371727 IR0O54923 
ED371702 IRO16574 ED368334 ED372747 1R054924 
ED371703 IRO16575 ED368335 IR016701 ED371728 1R054925 
ED371704// IRO16576 ED368336 1RO16702 ED371729 1R054926 
ED371705 IRO16577 ED367304 IR016703 ED371730 1R054927 
ED371706 IRO16579 ED367305 1R016704. ED371731 1R054928 
ED371707 IRO16581 ED367306// IRO16705 ED371732 1R054929 
ED372667 IRO16582 ED367307 IR016706 ED372748 1R054930 
ED372668 1RO16583 ED367308// IR016707 ED371733 1R054931 
ED372669 1R016584 ED367309// 1R016708 ED372749 1R054932 
ED372670 1RO16585 ED367310// IRO16785  ED371734 1R054933 
ED372671 1RO16586 IRO16787 ED371735 
ED372672 1RO16587 IRO16788 ED371736 
ED372673 1RO16588 1R016789 ED371737 
ED372674 1RO16589 1R016793 ED372750 
ED372675 IRO16591 1R016797 ED372751 
ED372676// 1RO16592 IRO16798 £D372752 
ED372677 IRO16593 1R016799 ED372753 
ED372678 1RO16594 1R016802 
ED372679 1RO16595 1R016803 
ED372680// 1R016596 
ED372681// 1RO016597 
ED372682 1RO16598 ©1368378// 
ED372683 1R016600 ED368379 
ED372684 1R016601 ED368380 
ED372685// 1R016602 ED368381// 
ED372686// 1RO16603 ED368382 
ED372687// 1RO16604 ED368383// 
ED372688 1RO16605 
ED372689 1R016606 
ED372690/ / 1R016607 
ED372691 1R016609 
ED372692 1RO16610 ED367317// 
ED372693// 1RO16611 ED367318 
HE027579 ED372694 IRO16613 ED368351 ED367319 1R054962 





Clearinghouse Number/ED Number Cross Reference Index 


1R054963 


ED368387 


ED371739 
ED368397 
ED369415// 
ED371740 
ED369416 
ED370548 
ED370549 
ED370550 
ED370551 
ED370552 
ED370553 
ED370554 
ED370555 
ED370556 
ED370557 
ED370558 
ED370559 
ED370560 
ED370561 
ED370562 
ED370563 
ED370564 
ED370565 
ED370566 
ED370567 
ED370568 
ED370569 
ED370570 
ED370571 
ED370572 
ED370573 
ED370574 
ED370575 
ED370576 
ED370577 
ED370578 
ED370579 
ED370580 
ED370581 
ED370582 
ED370583 
ED370584 
ED370585 
ED370586 
ED370587 
ED370588 
ED370589 
ED370590 
ED370591 


ED371741 
ED371742 
ED371743 


ED371745 
ED371746 
ED371747 


IRO55068 
IRO5S5069 
IROSS070 
IROSSO71 
IROSS072 
IRO5S5S073 
IROS5075 
1R055076 
IROS5S077 
IROSSO78 
IROS5S079 
IROSS082 
IROS5084 
IROSS085 
TROSS086 
IRO55087 
IROSSO88 
IROSSO89 
IROS5090 
IROSS091 
TROS5092 
IROS5094 
IROSSO95 
IROSS096 
IROSS097 
1R055098 
IROSS099 
IROSS100 
IROS5101 
IROS5102 
IROSS103 
IROSS106 
IROS5S108 
IROS5109 
IRO55110 
IROSS111 
IROS5112 
IROS5113 
IROSS114 
TROSS115 
IROSS116 
TROS5117 
IROSS118 
IROS5119 
IROSS120 
IROSS122 
IROSS124 
IROSS126 
IROSS127 
IROS5130 
IROSS132 
IROSS134 
IRO55135 
IROSS140 
IROSS145 
IROSS147 
IRO55166 


JC930060 
JC930187 
JC930188 
JC930189 
JC930190 
JC930531 
JC940085 
JC940114 


ED371748 
ED369419// 
ED371749 
ED371750 
ED371751 
ED371752 
ED371753 
ED371754 
ED371755 
ED371756 
ED371757 
ED371758 
ED371759 
ED371760 
ED370603 
ED370604 
ED370605 
ED370606 
ED370607 
ED370608 
ED370609 
ED369420 
ED371761 
ED371762 
ED371763 
ED371764 
ED371765 
ED371766 
ED371767 
ED371768 
ED371769 
ED372755 
ED371770 
ED371771 
ED371772 
ED371773 
ED371774 
ED372756 
ED372757 
ED372758 
ED372759 
ED372760 
ED372761 
ED372762 
ED372763 
ED372764 
ED372765 
ED372766 
ED372767 
ED372768 
ED372769 
ED372770 
ED372771 
ED372772 
ED372773 
ED372774 
ED372775 


ED369421// 
ED372776 
ED372777 
ED372778 
ED372779 
ED369422 
ED372780 
ED369423 
ED369424 
ED367382 
ED367383 
ED367384 
ED368398 
ED368399 
ED367385 
ED367386 
ED367387 
ED367388 
ED367389 
ED367390 
ED367391 
ED367392 
ED367393 
ED367394 
ED367395 
ED367396 
ED367397 
ED367398 
D368400 


53C940171 
JC940172 
5JC940173 
5JC940174 
JC940175 


ED369450 
ED369451 
ED369452 
ED369453 
ED369454// 


ED371775 
ED371776 
ED370618 
ED370619 
ED370620 
ED370621 
ED370622 
ED370623 
ED370624 
ED370625 
ED370626 
ED370627 
ED370628 
ED370629 
ED370630 
ED371777 
ED370631 
ED371778 
ED370632 
ED370633 


ED371781 
ED370655 
ED370656 
ED370657 
ED370658 
ED371782 
ED370659 
ED370660 
ED370661 
ED371783 


ED371785 
ED371786 
ED371787 
ED371788 
ED371789 
ED371790 





Clearinghouse Number/ED Number Cross Reference Index 


ED371791 PS022165 ED368467// PS022294 ED368505// 
ED371792 PS022166 ED368468 ED369538 
ED371793 PS022167 ED367492 ED369539 
ED371794 PS022169 ED369540 
ED371795 PS022171 ED369541 
ED371796 PS022172 ED369542 
ED372782 PS022173 ED368506 
ED372783 PS022174 ED369543 
ED372784 PS022175 ED369544// 
ED372785 PS022176 ED369545 
ED372786 PS022177 ED368470// ED370679 
ED372787 PS022178 ED368471// ED369546 
ED372788 ED367449// ED369547// 
ED371797 ED369499 ED369548 
ED371798 ED367450// ED372826// 
ED371799 ED367451// ED369549 
ED371800 ED369550 
ED371801 ED369551 
ED371802 ED369552// 
ED371803 ED369553// 
ED372789 ED3684 ED369554 
ED371804 ED369555 
ED371805 ED369556 
ED371806 ED370680 
ED371807 ED370681 
ED371808 ED368507 
ED371809 ED368508// 
ED371810 ED371824 
ED372790 ED368509 
ED371811 ED372822 ED371825 
ED371812 ED372823 ED371826 
ED371813 ED369557 
ED371814 ED369558 
ED371815 ED369559 
ED371816 ED372827 
ED372791 ED370682 
ED372792 ED369560 
ED371817 ED369561 
ED372793 ED370683 
ED372794 ED368510 
ED372795 ED368511 
ED372796 ED368512 
ED372797 ED369562 
ED372798 ED370684// 
ED372799 ED369563 
ED372800 ED369564// 
ED372801 ED369565// 
ED372802 ED370685 
ED372803 ED371818 ED370686 
ED372804 ED367465// ED370687 
ED372805 ED367466/ / ED370688 
ED372806 ED372817 ED369514// ED370689 
ED372807 ED367467// ED369515 ED370690 
ED372808 ED369516 ED370691 
ED372809 ED369517 ED370692 
ED372810 ED369518 ED370693 
ED372811 ED369519 ED370694 
ED372812 ED368491// ED370695 
ED372813 ED368492 ED370696 
ED372814 ED367510 ED372828 
ED372815 ED370676 ED372829 
ED372816 ED368493 
ED370677 
ED369520 
ED370667 ED369521 ED369567 / / 
ED369522 ED370698 / / 
ED368494 ED371828 
ED368495 ED371829 
ED371821 
D368460 ED369523 
ED367475// ED369524 
ED367476 ED372825 
ED367477 
ED367478 
ED367479 
ED372819 


ED371831 

ED370702 

ED371832 

ED371833 

ED369572 

ED367483// ED371822 ED370703 

ED367484// ED369531 ED369573 

ED367485// ED369532 ED369574 

ED367486// ED369533 ED370704 

ED371823 ED371834 

ED370705 

ED371835 

ED370706 

ED371836 

ED370707 

ED371837 

368466 ED371838 

ED372821 ED370708 

ED367490 ED371839 
ED367491 PS022293  ED369537 ED371840// 





Clearinghouse Number/ED Number Cross Reference Index 


ED370709 PS022579 ED371905 RCO19554 ED368533 ED371917 

ED371841 PS022581 ED372845 RCO19557 ED371918 

ED370710 ED372846 ED371919 

ED371842 ED372847 ED371920// 

ED369575 ED371906 ED370754 

ED370711 ED372848 ED370755 

ED371843 ED372849 ED370756 

ED371844 ED372850 ED370757 

ED371845 ED372851 ED371921 

ED371846 ED372852 ED370758// 

ED371847 ED371907 ED371922 

ED370712 ED372853 ED371923 

ED371848// ED371908 ED372882 

ED370713 ED372854 ED371924// 

ED371849 ED372855 ED371925 

ED371850 ED372856 ED371926 

ED372831 ED372857 £D371927// 

ED372832 ED372858// ED371928 

ED371851 ED372859 ED371929 

ED371852 ED372860 ED372883 

ED371853 ED372861 ED371930// 

ED370714 ED372862// ED371931// 

ED371854 ED372863 ED371932 

ED371855 ED372864 ED371933 

ED371856 ED372865 ED371934 

ED371857 ED372866// ED371935 

ED371858 ED372867 ED372884 

ED370715 ED372868 ED372885 

ED371859 ED372869 ED372886 

ED371860 ED372870 ED372887 

ED371861 ED372871 ED372888 

ED369576 ED372872 ED372889 

ED370716 ED372873 ED372890 

ED371862 ED371909 ED372891 

ED371863 ED372874 ED372892 

ED371864// ED372875 ED372893 

EDN Eanes 

3 289 

Hae ehe ens RCO19021 ED372876 ED372896 

ED371868 RCO19103  ED368513 ED372897 

ED37186¢ RCO19104 + ED368514 ED372898 

ED371870 RCO19109 + ED370721 ED372899 

ED371871 RCO19110 ED370722 ED372900// 

ED371872 RCOI9111 ED370723 ED372901 

ED371873 RCO19112 ED370724 ED372902 

ED371874 RCO19113  ED370725 ED372903 

ED371875 RCO19241 ED370726 ED372904 

ED370717 RCO19242 ED370727 RCO19772 + ED372905 

ED370718 RCO19243 ED370728 

ED371876 RCO19244 ED370729 

ED371877 RCO19282 ED372877 SE052883 ED370759// 

ED371878// RCO019290 ED369582 ED367529 

ED371879 RCO19348 ED367511 ED370760 
RCO019372 ED370730 ED372906 
RCO019377 ED368515// ED372907 
RCO19395 ED367512 ED372908 
RC019445 ED372878 ED372909 
RCO19472 ED372879 ED372910 
RCO19477.  ED367513 ED372911 
RCO19484 ED367514 ED368542 

ED372833 RCO019496 ED367515 ED372912 

ED372834 RCO19497 ED367516 

ED372835 RCO19499 ED367517 

ED372836 RCO19500 ED367518 

ED372837 RCOI9S11 ED368516 

ED371881 RCO19514 ED367519 ED370731 

ED371882 RCO019516 ED367520 ED370732 

ED371883 RCO19517 ED367521// ED370733 

ED371884 RCO19518 ED367522 

ED371885 RCO19519 ED367523// 

ED371886 RCO19520 ED367524// 

ED371887 RCO19521 

ED371888 RCO19522 

ED371889 RCO19523 ED370737 

ED371890 RCO19524 ED367526// ED370738 

ED371891 RCO19525 ED367527 ED370739 

ED371892 RCO19526 ED369583 ED370740 

ED371893 RCO19527 ED369584 ED370741 

ED371894 RCO19529 ED367528 ED370742 

ED371895 RCO19532 ED368517// ED370743 

ED371896 RCO019536 ED368518// ED370744 

ED371897 RCO19537 ED368519// ED370745 

ED372838 RCO19538 ED368520// ED370746 

ED371898 ED368521 ED370747 

ED371899 ED368522 ED370748// 

ED370720 ED368523 ED371910// 

ED371900 ED368524 ED370749 

ED371901 ED368525 ED371911 

ED371902 ED368526 ED371912 ED372914 

ED371903 ED368527 ED370750 ED368549// 

ED372839 ED368528// ED371913 ED370766 

ED371904 ED368529 ED371914 ED372915// 

ED372840 ED368530 ED371915 ED372916 

ED372841 ED368531 ED370751 ED371937 

ED372842 ED368532 ED370752// 

ED372843 ED369585 ED371916 

ED372844 RCO19553 ED369586 ED370753 





786 Clearinghouse Number/ED Number Cross Reference Index 


SE054137 ED372917 ED372947 ED368589 ED368612 
ED370768 ED368613 
ED368551 ED372977 
ED367545 
ED368552 
ED372918 


ED368615// 
ED372921 $002 ED369660 ED367561 
ED372922 ED367562 
ED372923 ED368616/ / 
ED368554 
ED372924 E054466 
ED368555 ED368617// 
ED372925 E054468 ED368618 
ED367546 ED367565 
ED367547 ED367566 
ED367548 ED367567 
ED370769 ED367568 
ED372926 ED367569 
ED370770 ED367570 
ED372927 ED367571 
ED372928 ED367572 
ED368556 ED367573 
ED367549 ED367574 
ED367550 ED369678 
ED368557 ED369679 
ED372929 ED368619 
ED372930 ED369680 
ED368558 ED369681 
ED372931 ED369682 
ED372932 ED367575 
ED367576 
ED367577 
ED372973 ED367578// 
ED368600 ED370849/ / 
ED372974 ED370850/ / 
ED372935 ED370851// 
ED370771 


ED371944// 

ED370814 

ED371945 

ED371946 

ED371947 

ED371948 

ED371949 

ED371950 

ED372953 

ED371951 ED371971 
ED370774 ED371952 ED371972 
ED372939 ED371953 ED371973 
ED368570 ED371954 ED369672// 
ED368571 ED371955 ED370837 
ED368572 ED371956 ED369673 
ED368573 ED372954 ED369674 
ED368574 ED371957 ED369675 
ED368575 ED372955 ED370838 
ED368576 ED371958 ED370839 
ED368577 ED371959 ED370840 
ED369645 ED371960 ED370841 
ED370775 ED372956 ED371974 

ED371961 ED370842 

ED371962 ED371975 

ED372957// ED371976 

ED372958 D368602 

ED372959 

ED372960 

ED372961 

ED372962// 


ED371938 
ED369650 
ED370776 
ED372940 


ED372969 ED371977 
ED372975 
ED370847 
ED370815 ED367552 
ED370848 
ED367553 
ED367554 
ED367555 
ED371978 
ED371979 


$0023826 





Clearinghouse Number/ED Number Cross Reference Index 


ED371992 
ED371993 
ED370875 
ED371994 
ED371995 


ED373021 


D 26 
ED370871// 
ED370872 ED367588 
ED370873 
ED371986 


ED370874 SP035010 ED367599 


SP035011 


SP035133 


ED367630// 
ED367631 
ED367632 
ED367633 
ED367634 
ED367635 
ED367636 


SP035134 
SP035135 
SP035136 
SP035137 
SP035138 
SP035139 
SP035142 
SP035143 
SP035144 
SP035145 
SP035146 
SP035147 
SP035148 
SP035149 
SP035150 
SP035151 
SP035152 
SP035153 
SP035154 
SP035155 
SP035156 
SP035157 
SP035158 
SP035159 
SP035161 
SP035162 
SP035164 
SP035166 
SP035167 
SP035168 
SP035169 
SP035170 
SP035171 
SP035172 
SP035173 
SP035174 
SP035175 
SP035176 
SP035177 
SP035178 
SP035179 
SP035180 
SP035181 
SP035182 
SP035183 
SP035184 
SP035185 
SP035186 
SP035187 
SP035188 
SP035189 
SP035190 
SP035191 


SP035210 
SP035211 
SP035212 
SP035218 
SP035219 
SP035220 
SP035222 
SP035223 
SP035224 
SP035225 
SP035226 
SP035227 
SP035228 
SP035229 
SP035230 
$P035231 
SP035232 
SP035233 
SP035234 
SP035235 
SP035236 
SP035237 
SP035238 
SP035239 
SP035240 
SP035241 
SP035242 


ED368711// 
ED368712// 


E 
ED368717// 
ED368718 
ED368719 
ED369741 
ED368720// 
ED368721 
ED368722 
ED368723// 





788 Clearinghouse Number/ED Number Cross Reference Index 


SP035243 ED370905 SP035362 ED372070 TM021117 ED367678 TM021315 ED368793 
SP035244 ED369780 ED373025 TM021119 ED367679 TM021319 ED368794 
SP035245 ED370906// ED373026 TMO021123 ED367680 TM021324 ED368795 
SP035246 ED370907 ED373027 TM021126 ED367681 TM021435 ED369813 
SP035247 ED369781// ED373028 TM021127 ED367682 ED369814 
SP035248 ED369782// ED373029 TM021132 ED367683 ED369815 
SP035249 ED370908 TM021134 ED367684 ED369816 
SP035250 ED370909 TM021135 ED367685 ED369817 
SP035251 ED370910 TMO021136 ED367686 ED369818 
SP035252 ED370911 TM021143 ED367687 ED367723 
$P035253 ED370912 TM021144 ED367688 ED369819 
ED370913 TM021145 ED367689 ED370959 
ED370914 TM021147 ED367690 ED369820 
ED369783// TM021149 ED367691 ED369821 
ED369784// TM021151 ED367692 ED369822 
ED370915 TM021152 ED367693 ED369823 
ED370916 TMO021153 ED367694 ED369824 
ED370917 TM021154 ED368760 ED370960/ / 
ED372028 TM021155 ED367695 ED372073 
ED370918 TM021156 ED367696 ED372074 
ED372029 TM021161 ED367697 ED373064 
ED370919 TMO021162 ED367698 ED370961 
ED370920 TM021163 ED367699 ED370962 
ED370921// ED373045// TM021166 ED367700 ED370963 
ED370922// ED373046// TM021168 ED367701 ED370964 
ED370923 ED373047 TM021169 ED367702 ED370965 
ED370924 ED373048 TM021171 ED367703 ED370966 
ED370925 ED373049 TM021172 ED367704 ED370967 
ED370926 ED373050 TM021173 ED367705 ED370968 
ED370927 ED373051 TM021174 ED367706 ED370969 
ED373052 TM021175 ED367707 ED370970 
ED373053 TM021176 ED367708 ED370971 
TM021177 ED368761 TM021528 ED370972 
TM021178 ED368762 TM021529 ED370973 
TMO021179 ED368763 TM021535 ED370974 
TM021180 ED368764 TM02i1539 ED370975 
TMO021181 ED368765 TM021541 ED370976 
TM021182 ED368766 TM021550 ED370977 
TM021183 ED368767 TM021557 ED370978 
TM021190 ED368768 ED370979 
TM021195 ED368769 ED370980 
SP035415 ED373063 TM021197 ED368770 ED370981 
Tn4021200 ED368771 ED370982 
021201 $772 ED370983 
TM020730 ED368735 TM021202 ED368773 ED370984 
T™M020733 TMO021203 ED368774 ED370985 
T™MO020738 TM021204 ED368775 ED370986 
T™M020739 TMO021205 ED368776 ED370987 
T™M020740 TM021208 ED370988 
T™MO020741 T™M021222 ED370989 
TMO020742 ED370990 
T™M020743 ED370991 
TM020744 
T™M020745 
T™M020746 
™M020747 
TM020748 
T™M020749 
T™M020750 
T™M020751 
™M020752 
TM020753 
T™M020754 
TM020755 


ED371010 
ED371011 
ED371012 
ED371013 
ED371014 
ED371015 
ED371016 
ED371017 
ED371018 
ED371019 
ED371020 
ED371021 
ED371022 
ED371023 


ED367677 ED368792 





Clearinghouse Number/ED Number Cross Reference Index 


TMO021668 
TMO021669 
TM021670 
TMO021671 
TMO021672 
TMO021673 
TMO021674 
TM021675 
TMO021676 
T™MO021677 
TMO021699 
TMO021701 
TMO021707 
T™M021709 
TMO021712 
T™MO021717 
T™MO021719 
TMO021723 
TMO021724 
TMO021725 
TMO021726 


ED369832 
ED369833 
ED369834 
ED369835 
ED369836 
ED369837 
ED369838 
ED369839 
ED369840 
ED369841 
ED372075 
ED372076 
ED372077 
ED372078 
ED372079 
ED372080 
ED372081 
ED372082 
ED372083 
ED372084 
ED372085 
ED371030 
ED371031 
ED371032 
ED371033 
ED371034 
ED371035 
ED371036 
ED371037 
ED371038 
ED371039 
ED371040 
ED371041 
ED371042 
ED371043 
ED372086 
ED372087 
ED372088 
ED372089 


ED372102 
ED372103 
ED372104 
ED372105// 
ED372106 
ED372107 
ED372108 
ED372109 
ED372110 
ED372111 
ED372112 
ED372113 


ED372115 
ED372116 
ED372117 
ED372118 
ED372119 
ED372120 
ED372121 
ED372122 
ED372123 
ED372124 


ED373087 


TM021977 
TMO021978 
TM021979 
TMO021980 
TMO021981 


TM022048 


UD028937 


UD029778 


ED373088 


ED373101 
ED373102 
ED373103 
ED373104 
ED373105 
ED373106 
ED373107 
ED373108 
ED373109 
ED373110 
ED373111 
ED373112 
ED373113 
ED373114 
ED373115 
ED373116 
ED373117 
ED373118 
ED373119 


ED371044 
ED367724 
ED371045 
ED368796 
ED371046 
ED373120 
ED371047 
ED373121 
ED367725 
ED371048 
ED367726 
ED367727 
ED368797 
ED367728 
ED367729 
ED369842 
ED368798 
ED367730 
ED368799 
ED367731 
ED369843 


ED367738// 
ED367739// 
ED367740/ / 


ED367757 


UD029779 
UD029780 
UD029781 
UD029782 
UD029783 
UD029784 
UD029785 
U"029786 


ED367758// 
ED367759// 
ED367760// 
ED367761// 
ED367762// 
ED367763// 
ED367764// 
ED367765// 
ED367766// 
ED368810/ / 
ED368811// 
ED368812// 
ED368813 
ED368814 
ED368815 
ED368816 
ED368817 
ED368818 
ED368819 
ED368820 
ED368821 
ED368822// 
ED368823 
ED368824 
ED368825 
ED368826// 
ED368827// 
ED368828// 
ED368829// 
ED368830 
ED368831 
ED368832 
ED368833 
ED368834 
ED368835 
ED368836 
ED368837// 
ED369849/ / 
ED369850/ / 
ED369851// 
ED369852 
ED369853 


ED371053// 
ED371054// 
ED371055// 
ED371056// 
ED371057 
ED371058 
ED371059 
ED37 1060 
ED371061 
ED37 1062 
ED371063 
ED371064 
ED371065 
ED371066 
ED371067 


ED37 1068 
ED371069 
ED371070 
ED371071 
ED371072 
ED371073 
ED371074 
ED371075 
ED371076 
ED371077 
ED371078 
ED371079 
ED371080 
ED371081 
ED371082// 
ED371083// 
ED371084// 
ED371085 
ED371086 
ED371087 
ED371088 
ED371089 
ED371090 
ED371091 
ED371092 
ED371093 
ED371094 
ED371095 
ED372125 
ED372126 
ED373122 
ED373123 
ED372127 
ED371096 
ED371097 
ED371098 
ED371099 
ED371100 
ED371101 
ED371102 
ED371103 
ED371104 
ED371105 
ED371106 
ED371107// 
ED371108 
ED372128// 
ED372129// 
ED372130// 
ED372131// 
ED372132// 
ED372133// 
ED372134 
ED372135 
ED372136 
ED372137 
ED372138 
ED372139 
ED372140 
ED372141 
ED372142 
ED372143 
ED372144 
ED372145 
ED372146 
ED372147 
ED372148// 
ED372149 
ED372150// 
ED372151// 
ED372152// 
ED372153// 
ED372154// 
ED372155// 
ED372156// 
ED372157// 
ED372158// 
ED372159// 
ED372160// 
ED372161 
ED372162 
ED372163 
ED372164 
ED372165 
ED372166 
ED372167 
ED372168 
ED372169 
ED372170 
ED372171 
ED372172 
ED372173 
ED372174 
ED372175 
ED373124 
ED373125 
ED373126// 





Clearinghouse Number/ED Number Cross Reference Index 


ED373127 
ED373128// 
ED373129 
ED373130 
ED373131// 
ED373132// 
ED373133 
ED373134 
ED373135 
ED373136 
ED373137 
ED373138 





THESAURUS ADDITIONS AND 


CHANGES 


The following additions and modifications have been made to the ERIC controlled vocabulary since July 1990. They are, therefore, 
not included in the main body of the 12th (1990) edition of the Thesaurus of ERIC Descriptors. 


Abori People 
USE INDIGENOUS POPULATIONS 


ACTIVE LEARNING Nov. 1994 
SN Learning in which the learner is the prin- 
cipal driving force, with the instructor (if 
one is present) merely as facilitator of 
the process—among the many active learn- 
ing approaches are experiential learning, 
cooperative learning, problem-solving 
exercises, writing tasks, speaking activi- 
ties, class discussion, case-study methods, 
simulations, role playing, teaching, 
fieldwork, independent ale, heaty > 
signments, computer-assisted instruction, 
homework 


ADMINISTRATOR BEHAVIOR May 1994 
SN Conduct of administrators in or out of job- 
related situations 


ADOPTIVE PARENTS 


AESTHETIC VALUES Oct. 1982 

SN (Scope Note Changed) Objective or subjec- 
tive principles and standards related to 
human preferences among, or assessments 
of, artistic forms and qualities (in music, 
literature, visual arts, etc.) or objects and 
events in nature—sometimes includes 
cepts of nonperceptible (e.g., moral or 
intellectual) beauty 


Apr. 1993 


AESTHETICS Nov. 1994 
SN Branch of philosophy dealing with beauty, 
artistic expression, and psychological re- 
to beauty and art 
UF Esthetics 


APARTHEID Aug. 1989 

SN (Scope Note Changed) Afrikaan word mean- 

ing “apartness,” referring to the former 

system of racial segregation and political 

and economic discrimination officially 

in the Republic of South Africa 

(and the territory of Namibia) after the 

1948 election victory of the Afrikaaner 

oe Party (note: Namibia achieved 

in Mar90, and South Africa 

senieand the system under a new consti- 
tution and all-race elections in Apr94) 


AQUARIUMS Dec. 1992 
SN Tanks, bowls, or other containers in which 
aquatic organisms are housed and displayed 


Architectural sn ay (Del Mar94) 
USE ARCHITE! RAL PROGRAMMING 


ASIAN STUDIES Mar. 1973 
SN (Scope Note Changed) Studies, usually in- 
terdisciplinary in approach, of such geo- 
areas as Asiatic Russia, Armenia, 
Azerbaijan, Bangladesh, Bhutan, China, 
Georgia, India, Indonesia, Japan, 
Kazakhstan, Kirgizstan, Korea, Maldives, 
Mongolia, Nepal, Pakistan, the Philip- 
pines, Sri Lanka, Tajikistan, Turkmenistan, 
Uzbekistan, and the Southeast Asian sub- 
continent 


AUGMENTATIVE AND ALTERNATIVE 
COMMUNICATION Jun. 1994 
SN Communication in which at least one part- 
ner is a user of a visual, tactile, or auditory 
system that either adds to or replaces nor- 
mal speech and/or writing 
UF Alternative and Augmentative 
Communication 
Alternative Communication Systems 
(Disabled) 
Augmentative Communication Systems 


A Aids (Programing) (Del Mar94) 
USE A ORING AIDS (PROGRAMMING) 


. 1993 
v. 

SN The establishment and ae. 5. of 
consistent forms of terms, such as names, 
su . and titles, to be used as headings in 
bib iographic records 

UF Authority Files 


Beauty 
USE AESTHETIC VALUES 


BIOTECHNOLOGY Dec. 1992 
SN The use of biological organisms, systems, 
or processes to make or modify products 


BIRDS Dec. 1992 
SN Warm-blooded, egg-laying vertebrates of 
the class Aves, having feathers, wings, 
scaly legs, and a beak 


BIRTH ORDER May 1969 
SN (Scope Note ane (Note: for specificity, 
use the Descriptor “First Born” — see also 
the Identifiers “Second Born,” “Middle 
Born,” and “Last Born”) 
BOOMTOWNS Jul. 1993 
SN Towns that have experienced rapid growth 
and often transition from rural to urban- 
industrial life as a result of new economic 
activity, such as large-scale construction 
projects, new industry, or in-migration 
ivate, social, and public 


SN_ A prescribed range of subjects to be studied 
by all British pupils between the ages of 5 
and 16 (note: coordinate with Identifiers 
“England,” “Wales,” “Scotland,” “North- 
ern Ireland,” and/or “United Kingdom” as 
appropriate) 

BURUSHASKI Jul. 1966 

SN (Scope Note Added) Language of NW Kash- 
mir, not known to be related to any other 
language 

BUS DRIVERS May 1994 

SN (Note: for school bus drivers, coordinate 
with "School Buses”) 


Jun. = 

SN Interd Interd seplinary insta cae pe and researc 

po and the Canadian 
provinces A. —4. 


CAREGIVER CHILD RELATIONSHIP = Jul. 1994 

SN awe if ere riate, coordinate with 

radent Relationship ” —for docu- 

Bon oy te parents pay children, 

use the more precise term “Parent Child 
Relationship”) 


CAREGIVER ROLE 


Cell 
USE CYTOLOGY 


Cellular Molecular 
USE CYTOLOGY 
and MOLECULAR BIOLOGY 


Apr. 1970 
woian lan- 
American 


CHEROKEE 

SN (Scope Note Added) The I 
guage of the Cherokee tribe 
ndians 


CHEROKEE (TRIBE) Jan. 1994 
SN An American Indian people formerly in- 
habiting the southern Appalachian moun- 
tains from the western Carolinas and eastern 
Tennessee to northern Georgia, with 

in northeast Okla- 


popu: 

ope western North Carolina (also, 

dispersed kin) (note: for the Cherokee 

language, use “ ee”—for the geo- 
concept of Cherokee lands, use the 

dentifier “Cherokee Nation”) 


CHILD BEHAVIOR 


a ey 
USE OJIBWA 


(“Chippewa, use Ojibwa” was removed) 


CHIPPEWA (TRIBE) 
SN An American Indian pe 
around Lake Huron and 
westward to Saskatchewan 
(also, dispersed kin)—known primarily as 
Ojibwas in Canada (Chippewa is a corrup- 
tion of Ojibwa) 
Anishinabe (Tribe) 
Ojibwa (Tribe) 
Ojibway (Tribe) 
Ojibwe (Tribe) 
CHOCTAW Apr. 1970 
SN (Scope Note Added) The Muskogean lan- 
of the Choctaw tribe of American 
ndians 


CHOCTAW (TRIBE) Jan. 1994 
SN An American Indian people originally of 
a and Alabama, and presently of 
ississippi and southeastern Okla- 

homa (also, dispersed kin) 


Classroom Climate 
USE CLASSROOM ENVIRONMENT 


CLAY Oct. 1994 
SN Fine-grained soil material (consisting chiefly 
of hydrated silicates of aluminum) that is 
when wet—has many uses in art and 
industry 
UF Clay Minerals 


CLIMATE CHANGE Jan. 1993 

SN Nonseasonal, semipermanent change in 
the physical environment of a or the 
entirety of the earth, including fluctuations 
in temperature, precipitation, solar radia- 
tion, gas and icle concentra- 
tions, and ocean levels (note: for worldwide 
climate 2 coordinate with the Iden- 
tifier “Global Change” or use the narrower 
term “Global Warming”) 


COLLAGE Oct. 1994 
SN Composition of various materials or ob- 
jects, as for artistic and other creative 


purposes 
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COMMUNITY BASED INSTRUCTION 

(DISABILITIES) Jun. 1994 
Systematic training of people with disabili- 
ties in functional skills within the natural 
community setting where such skills are 
used, in order to ease/enhance transitions 
to independent living, community partici- 
pation, and employment 

COMPUTATIONAL LINGUISTICS Jul. 1966 

SN (Scope Note Changed) Branch of linguis- 
tics concerned with the use of computers 
for the analysis and synthesis of language 
data—for example, in machine transcrip- 
tion, word frequency counts, and speech 
recognition and synthesis (note: do not 
confuse with “Natural Language Process- 
ing”) 

COMPUTER ANXIETY Jul. 1993 

SN Fear or mistrust of computers and com- 
puter technology—includes apprehension 
about learning computer skills 

UF Computer Aversion 
Computerphobia 


COMPUTER ATTITUDES Jul. 1993 
SN Attitudes toward or about computers and 
computer use 


COMPUTER INTERFACES Nov. 1994 
SN Connecting links between computers, be- 
equipment, 

ware 


that carry electrical signals, software inter- 
faces are the . codes, and messages 
used by programs to communicate with 
each other, and user interfaces are key- 
boards, mice, joy sticks, light pens, com- 
mand languages, menus, display screens, 
and other devices used for interactive com- 
munication between users and computers 
UF Interface Devices (Computers) 


COMPUTER MEDIATED COMMUNICA _ sins 
ug 

SN Interactive use of computers for electronic 
mail, computer conferences, electronic bul- 
letin boards, and online } is and data- 
bases (note: see also the Identifier 
“Telematics”) 
Computer Assisted Communication 
Computer Based Communication 
Computer Communication 


COMPUTER SECURITY Nov. 1994 
Measures taken to protect computer sys- 
tems (hardware, software, and data files) 
from accidental or malicious damage or 
destruction and from unauthorized access 
(note: see also the Identifiers “Computer 
Viruses” and “Data Security”) 

COMPUTER SELECTION Aug. 1994 

SN The process of evaluating and choosing 
computer hardware and/or systems 


CONSTRUCTIVISM (LEARNING) Dec. 1992 

SN Viewpoint in learning theory which holds 
that individuals acquire knowledge by build- 
ing it from innate capabilities interacting 
with the environment (note: see also the 
Identifier “Social Constructivism”) 

UF Constructionism (Education) 


CORPORATIONS Nov. 1994 

SN Businesses or other associations organized 
as legal entities, having rights and duties 
distinct from those of their individual 
members (note: see also the Identifiers 
“Multinational Corporations” and 
“Transnational Corporations”) 


PSYCHOLOGY Jun. 1993 
y relating to counseling—more 
» psycho courses and learn- 


COUNSELING 
SN Psychol 
specific 
ing experiences concerned with training 


counse or counseling psychologists to 

assist persons to make adjustments and 

—— in regard to vocational, 
and personal 


education matters 


COUNTIES lay 1993 

SN The principal, often grograghically, larg- 
est, areas into which states, territories, 
countries, etc., are divided for purposes of 
local government—in the U.S.A., adminis- 
trative subdivisions of states 


County Government 
USE COUNTIES 
and LOCAL GOVERNMENT 


County History 
USE COUNTIES 
and LOCAL HISTORY 


CREE Apr. 1969 
SN (Scope Note Added) Algonquian language 
of the Cree tribe of American Indians 


CREE (TRIBE) 

SN An American Indian le of subarctic 
Canada (British Columbia to Labrador) and 
the northern U.S. Plains ery and 
North Dakota) (also, dispersed ki 


CULTURAL LITERACY Oct. 1993 

SN Having sufficient common knowledge, i... 
educational background, experiences, basic 
skills, and training, to function compe- 
tently in a given society (the greater the 
level of comprehension of the given 
society's habits, attitudes, history, etc., the 
higher the level of cultural literacy) 


CULTURAI MAINTENANCE Sep. 1994 

SN The effort to sustain a culture by asserting 
its way of life (the ideology, lifestyle, arts, 
language, etc.) and preserving its material 
embodiment (landscapes, architecture, and 
other artifacts) 

UF Cultural Preservation 
Cultural Revitalization 


CURRICULUM BASED ASSESSMENT Oct. 1993 

SN Direct and frequent measurement of stu- 
dent performance on the classroom cur- 
riculum in order to ascertain student 
instructional needs — used principally for 
instructional decision making, the approach 
also supports screening, placement, and 
monitoring in special education (note: see 
also the Identifier “Curriculum Related Test- 
ing”) 

UF Curriculum Based Measurement 
Curriculum Referenced Assessment 


DAKOTA Mar. 1994 
SN The Siouan language of the Sioux tribe of 
American Indians (note: use “Sioux 
(Tribe)” for the Dakota people—use the 
Identifier “Siouan Languages” for the broad 
language family to which Dakota belongs) 


DATA CONVERSION 1994 
SN Process of moving data from one ns to 


Jan. 1994 


to another on the same computer, from 
print to machine-readable form 
UF Conversion (Format) 


DAY CARE EFFECTS Jul. 1993 
SN Short- or long-term effects of day care 
placement on children's cognitive, social, 
emotional, and physical a and 
on relations between a: 
also includes broader soc if cxniepenees 
of day care attendance and availability 


DECISION SUPPORT SYSTEMS Nov. 1994 

SN Computer-based decision-making and plan- 
ning systems that enable users to predict 
the impact of decisions before they are 
made 


DEMONSTRATIONS (SCIENCE) May 1994 
SN Descriptions or explanations of scientific 
nomena means of experiments, ex- 
amples, specimens, or practical applica- 
tions 


DEVELOPMENTAL DELAYS Jun. 1994 

SN Gaps between developmental (mental or 
functional) age and chronological age— 
serious delays may eventually be diagnosed 
as specific developmental disabilities, while 
less severe delays may catch _s over time 
with normal development and disappear 
(note: see also the Identifier “Language 
Delayed”—prior to Jun94, “Developmen- 
tal Disabilities” was sometimes used to 
index this concept) 

UF Delayed Development (Individuals) 
Developmentally Delayed 


Diesel Fuel 
USE DIESEL ENGINES 
and FUELS 


Technicians 
USE DIETITIANS 


Dietetic Aides 
USE DIETITIANS 


DINOSAURS 
SN Herbivorous or carnivorous 
extinct orders Saurisc 


DISCIPLINE BASED ART EDUCATION Oct. 1994 

SN Art education that draws its content from 
the four foundational art disciplines of art 
production, art history, art criticism, and 
aesthetics, rather than emphasizing art 
production (studio experiences) alone 


ition (Individuals) 
USE PERSONALITY 


TT Characteristics 
USE PERSONALITY TRAITS 


Diversity (Cultural) as an Observation or a Fact 
USE CULTURAL DIFFERENCES 


Diversity (Cultural) as a Value 
USE CULTURAL PLURALISM 


DIVERSITY (INSTITUTIONAL May 1993 

SN The multiplicity of —— that embody 
an institution, including its policies and 
programs, organization, reputation, and 
staff/client population characteristics 
(note: see also the Identifiers “Diversity 
(Faculty),” “Diversity (Student),” etc.) 


DOWNLOADING Apr. 1993 
SN The process of transferring or transmitting 
a file, program, software, data, character 
sets, etc., from a distant to a nearby com- 
puter, from a larger to a smaller computer, 
or from a computer to a peripheral device 


Dy 
USE APHASIA 


USE DEPRESSION (PSYCHOLOGY) 


EARLY ADOLESCENTS Jul. 1994 
SN Age group between, and overlapping with, 
“Preadolescents” and “Adolescents” — ap- 
ximately 11-15 years of age 
UF ly Adolescence 
Young Adolescents 


EATING DISORDERS ’ 

SN Gross disturbances in eating patterns 

UF Appetite Disorders 

ECONOMETRICS Oct. 1994 

SN Application of mathematical and statisti- 
cal techniques to economic analyses 


ELECTROCHEMISTRY Dec. 1992 

SN Branch of physical chemistry dealing with 
the interconversion of electrical and chemi- 
cal energy 

ELECTRONIC TEXT Aug. 1994 

SN Alphanumeric data (with or without graph- 
ics) that can be stored on, and manipulated 


by, computers 
UF Machine Readable Text 
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EMOTIONAL ABUSE Jun. 1994 

SN Continual belittling, threatening, blaming, 
ignoring, 

of psy 


ENROLLMENT MANAGEMENT May 1993 

SN_ A set of systematic, interrelated activities 
for controlling enrollment patterns—in- 
volves , Tecruitment, admissions, 
pricing, and financial aid 


ENVIRONMENTAL SCANNING May 1993 
SN Assessing events and identifying trends, in 
= — environment, that portend 

1 com- 





or oppor 
oane of strategic planning 


EVIDENCE (LEGAL) Oct. 1994 

SN Material, such as testimony, records, or 
objects, used in forming conclusions or 
judgments in legal matters—often pre- 
sented to couits or juries during trials 


EXCEPTIONAL PERSONS (1978 1994) Sep. 1994 

SN Invalid term—used inconsistently in in- 
dexing—see “Disabilities” and/or “Gifted” 

UF Exceptional (Atypical) (1966 1978) 
Exceptional Children (1966 1978) 
Exceptional Students (1966 1978) 


FAMILY WORK RELATIONSHIP May 1994 
SN 


ily 
UF Family Job Relationship 
Job Family Relationship 
Work Family Relationship 


FEDERALISM Oct. 1994 

SN Principle of shared power between a central 
government and constituent unit govern- 
ments—often prescribed by a written con- 
Stitution (note: see also the Identifiers 
“Federalists” and “Federalist Papers”) 


FEMINIZATION OF POVERTY Jun. 1993 

SN Trend towards disproportionately large 
numbers of women at or below poverty 
level 


FETAL ALCOHOL SYNDROME Jan. 1994 

SN A medical condition resulting from mater- 
nal alcohol abuse during pregnancy—it is 
characterized by growth deficiency (low 
weight or short Iength), facial and other 
physical abnormalities, and central ner- 
vous system impairments (e.g., abnormal 
smallness of the head, hyperactivity, mo- 
tor problems, and cognitive disabilities) 


FIRST BORN Apr. 1993 
SN Children or adults born first among siblings 
( note: see also the Identifiers “Second Born,” 
“Middle Born,” and “Last Born”) 
UF Eldest Siblings 
Firstborns 
May 1994 


FISCAL NEUTRALITY 

SN Equity goal that the level of spending for 
amy education may not be a function of 
local or school district wealth (note: occa- 
sionally refers as well to the notion of equal 
probability of college attendance across all 
incomes) 

UF Wealth Neutrality 


FOSSIL FUELS Dec. 1992 

SN Hydrocarbon fuels derived from the re- 
mains of former life 

FOUND OBJECTS Oct. 1994 

SN Usually familiar and often freely available 
materials that are found, selected, and used 
in artwork, play activity, etc. 

UF Found Materials 


FREEDOM 

UF Liberty 

Fuel Oil 

(former UF of “Fuels”) 


USE FOSSIL FUELS 
and OIL 


Revised December 1994 


GASOLINE Dec. 1992 

(former UF of “Fuels”) 

SN Mixture of liquid hydrocarbons used chiefly 
to fuel spark-ignited internal combustion 
engines 


Gender Bias 
USE SEX BIAS 


Gender Discrimination 
USE SEX DISCRIMINATION 


Gender Role (Sex) 
USE SEX ROLE 


Gender Stereot 
USE SEX STEREOTYPES 


GENERAL MATHEMATICS Dec. 1992 
SN Mathematics courses, frequently of an in- 
troductory or remedial nature, that 
size everyday computational operations 
and usually include practical applications— 
most commonly conducted for noncollege- 
bound secondary school students 


GEOCHEMISTRY Dec. 1992 
SN Study of the chemistry of the earth (or a 
celestial body) 


GEOGRAPHIC ISOLATION May 1993 

SN_ A condition characterized by remoteness, 
relative inaccessibility, and sparsity or small 
size of population (note: prior to May93, 
the Identifier “Isolation (Geographic)” was 
used to index this concept—see also the 
current Identifier “School District Isola- 
tion”) 

GLOBAL EDUCATION Nov. 1994 

SN _Learning/teaching activities across all ape 
levels that focus on the inter-relatedness of 
peoples, cultures, and nations—subfields 
include world geography, world history, 
and international relations 

UF Global Studies Education 
World Studies Education 


GLOBAL WARMING Jan. 1993 
SN Gradual increases in the earth’s pang 
temperatures (note: if appropriate, use 
more specific term “Greenhouse Effect”) 


GREENHOUSE EFFECT Jan. 1993 

SN Global warming caused by atmospheric gases 
and particulates that trap heat and radiate 
it back to earth—of concern is possible 
runaway warming due to buildups of carbon 
dioxide and other gases through fossil fuel 
burning and deforestation 


Group Decision Support Systems 

USE DECISION SUPPORT SYSTEMS 

and GROUP DYNAMICS 

GUILT May 1993 

SN Emotional state produced by the knowl- 
edge of having committed a real or imag- 
ined ethical, moral, or religious 
offense—less commonly in educational lit- 
erature, the fact of having committed a 
violation of law and, possibly, being liable 
for the penalties associated with that vio- 
lation (note: see related Identifiers “Shame” 
and “Self Blame”) 


HABITATS Jan. 1993 

SN Places where animals or plants normally 
live (note: for human habitats, use “Hous- 
ing,” “Place of Residence,” “Residential 
Patterns,” etc.) 


Handicap Discrimination (Del Mar94) 
USE DISABILITY DISCRIMINATION 


Handicap Identification (Del Mar94) 
USE DISABILITY IDENTIFICATION 


HAPPINESS Dec. 1994 
SN State of Lyme ong well-being charac- 
terized by dominantly le emotions 
ranging from contentment to intense joy 

F Joy 


HARMONY ( 
SN The si 


Oct. 1994 
imultaneous occurrence of musical 


tones 

RELATED FITNESS Nov. 1994 
fitness related to basic functional 
health, in contrast to “skill-related” physi- 
cal fitness or the ability to perform in 
sports 


notes or 
HEALTH 
SN Physical 


Heating Oils 

(former UF of “Fuels”) 
USE FOSSIL FUELS 
and OIL 


HOMOPHOBIA Jun. 1993 
SN eg of or a toward homosexuality 
and homosexual 
UF Anti Gay Bias 
a 


Mar. 1971 
SN (Scope Note Changed) The Uto-Aztecan 


language spoken by the Hopi tribe of Ameri- 
can Indians 


HYDROLOGY 

SN Study of the occurrence, circulation, distri 
cami, ant baneitanal Gnece ad Ub 
earth and its atmosphere 


Ibo (Del Oct93) 
USE IGBO 


IGBO Jui. 1966 
SN (Scope Note Added) A Kwa language of 
Nigeria 


IMMIGRATION Sep. 1994 
SN The process in which people move to and 
permanently settle in a country other than 
their native one (note: for legal and other 
“Immigration...” Identifi 


Apr. 1993 
SN A legal doctrine changing schools and higher 
education institutions with the authority 
and responsibility to supervise, regulate, 
care for, and protect students “in the place 

of the parent 

UF Loco Parentis 


needs are integrated fully into regular cur- 
ricular and noncurricular activities—“in- 
clusion” means successfully educating all 
students (whether with or without disabili- 
ties, disadvantages, etc.) together in the 
same schools and classrooms, while cel- 
ebrating the resulting diversity, including 
various abilities and cultures 

UF Full Inclusion 
Inclusion (Education) 
Inclusive Education 


Indian Controlled Schools 

USE AMERICAN INDIAN EDUCATION 

and TRIBALLY CONTROLLED EDUCA- 
TION 


INDIGENOUS POPULATIONS Mar. 1980 

SN (Scope Note Changed) People born in a 
specific region, country, etc., or whose 
ancestry is connected therewith (note: when 
appropriate, coordinate with geographic 
Identifier(s), e.g., “Australia (Northern 
Territory)”) 
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INDIVIDUALIZED FAMILY SERVICE a “y _ 
un 

SN Early intervention programs developed 2 
multidisciplinary teams of health care and 
educational practitioners and the families 
of young children who have physical or 

ities or are at risk for - 
disabilities—each program or “plan” 
written to provide for the individual child's 
developmental needs, the family's needs 
related to enhancing the child's develop- 
ment, and the early intervention services 
uired 

UF Individual Family Service Plans 

INDUSTRIAL ARTS Jul. 1966 

SN (Scope Note Added) (Note: since the mid- 
1980s, most industrial arts programs have 
become technology education 
see the Descriptor “Techno! 
tion”) 

INFANT CARE Jul. 1994 

SN Nurturant care to meet the physical, men- 
tal, emotional, and social needs of young 
children from birth to about 24 months of 
age — encompasses a variety of care set- 
tings, such as day care centers, family day 
care homes, the child’s own home, foster 
homes, hospitals, and other establishments 


INFORMATION INDUSTRY Aug. 1994 

SN All enterprise involved in providing access 
to information, whether via traditional 
print media, electronic technologies, or 
otherwise 


INFORMATION LITERACY Dec. 1992 
SN The ability to access, evaluate, and use 
information from a variety of sources (note: 
use the more generic term “Information 
Skills,” if appropriate) 
INFORMATION POLICY Aug. 1994 
SN Governing principles that serve as _— 
lines or rules for decision-making and 
tion in the area of information 


INFORMATION SKILLS Sep. 1994 

SN Basic to expert-level inf abili- 
ties, involved in finding information, and 
reading, analyzing, interpreting, applyi 
maintaining, and communicating it skill- - 
fully and iately (note: do not con- 
fuse with cnation Literacy”) 


INSTRUMENTATION AND ORCHESTRA ag pans 
t. 

SN Study or use of the various musical instru- 
ments—includes organizing instrumental 
groups, ¢.g., orchestras or bands, and com- 
posing instrumental music 

UF Orchestration (Music) 


Educa- 


Insulation (Sound) 
USE ACOUSTIC INSULATION 


INTEGRATED LEARNING SYSTEMS 

SN Networked computers running Me Le 
curriculum software and a management 
system that tracks students’ progress 
Computer Based Integrated Learning Sys- 
tems 
Integrated Instructional Systems (Com- 
puters) 


and social service sectors to provide a 
school-based or school-linked comprehen- 
sive, coordinated continuum of aoe 
and prescriptive student and fami! 
cams ~ for persons pt a My 
at-risk 

UF ee manetes Com Services (School Linked) 

Schools (Human Services) 

School Based Interagency Services 
School Linked Services 


INTELLIGENT TUTORING SYSTEMS Sep. 
SN Computer-assisted instructional oyetouns 
the principles of artificial i 


UF 
Intelligent CAI Systems 
Intelligent Computer Assisted Instruction 


INTERACTIVE TELEVISION Sep. 1994 
Two-way television systems that allow 
interaction between the viewer and what- 
ever is on the screen—used in education, 
teleconferencing, telebanking, 
teleshopping, electronic opinion polling, 
etc. 

UF Interactive Cable Television 
Interactive Satellite Television 
Two Way Television 


INTERVENTION Aug. 1968 
SN yt Note Changed) Action performed 
or influence behavior (note: if 
on use “Crisis Intervention,” “Earl 
intervention,” “Prereferral Intervention, 

or other, more precise terminology) 


Invasion of 
USE PRIVACY 


IROQUOIS (TRIBE) Mar. 1994 
SN An American Indian comprising the 
Iroquois Six Nations (Cayuga, Mohawk, 
Oneida, Onondaga, Seneca, and 
erage ne Ate ly centered in New 
York, present-day Iroquois live primarily 
in New York, Wisconsin, Oklahoma, 
io, and Quebec 


Judicial System 

USE COURTS 
KNOWLEDGE BASE FOR TEACHING Nov. 1994 
SN Variable construct of skills and informa- 
tion considered desirable and important for 
Ss and experienced teachers to 
—categories include: subject content 
knowledge knowledge, 
poe wledge, oe con- 
knowledge of learners and 


tional purposes and values (note: do not 

confuse with “Teacher C ncies” or 

the Identifier —_ Knowledge”) 
eacher Education Kno’ 


Identifiers as “Kaowledge Bases” 


“Knowledge Engineering”) 


Laboratory Preschools 

USE LABORATORY SCHOOLS 

and PRESCHOOL EDUCATION 

LABORATORY SCHOOLS Jul. 1966 

SN (Scope Note Changed) Schools of pre- 
school, elementary, or secondary grades 
attached to universities or colleges for 
purposes of research and teacher training 


LAKOTA Mar. 1994 
SN _ The Siouan language of the Lakota tribe of 
American Indians 
UF Lakhota 
Teton Dakota 


LAKOTA (TRIBE) Mar. 1994 

SN Largest and westernmost of the Sioux 

ey principally in South Dakota, 
tana, and Mani! (and dispersed ki 


kin) 
UF Teton Sioux (Tribe) 


Us LANGUAG 


(Del Mar94) 
IMPAIRMENTS 


LANGUAGE PROCESSING Aug. 1978 
SN (Scope Note Changed) The cognitive pro- 
or written language, rang- 

construction of spoken or 


SN Cooperative interaction between Titear- 
ians teachers 
UF Teacher Librarian Cooperation 


the processes of securing the funds, by 
which libraries pay for their operating ex- 
nses 
UF Library Finance 


LIBRARY POLICY Nov. 1994 

SN Governing principles that serve as guide- 
lines or rules for decision-making and ac- 
tion in libraries 

Linear (Del Mar94) 

USE LI PROGRAMMING 

MACROECONOMICS Oct. 1994 

SN Study of the overall aspects and workings of 

large economic systems, as of a nation 


MATHEMATICAL APTITUDE Jan. 1993 
SN Natural capacity or inclination for skillful 
ormance of mathematical tasks 
UF Mathematics Aptitude 
Quantitative Aptitude 


Mbya Guarani 

USE GUARANI 

MELODY Oct. 1994 

SN A succession of single musical tones in 
some rhythmic sc! or pattern 


METIS (PEOPLE) Jan. 1994 

SN People in Canada and adjacent areas of the 
U.S. who are of mixed Native American and 
European ancestry 


MICROECONOMICS Oct. 1994 
SN Study of some portion of an economy such 
as individuals, a household, a company, an 

industry, or a sector 


MICROWORLDS Aug. 1994 
SN Computer-based learning tools that pro- 
vide iF peer and manipulation within 


MISSISSIPPI BAND OF CHOCTAW 

(TRIBE) Jan. 1994 

SN American Indians of east central Missis- 
sippi who are descendants of Choctaw not 
removed to the Indian Territory (Okla- 
homa) in the 1830s 


MIXED AGE GROUPING 

SN ‘Goouping children or students so that the 
chronological age span is greater than one 
year — the primary is to maximize 
age-group interaction and cooperation 
(note: do not confuse with “Nongraded 
Instructional eo ” or “Multigraded 
Classes,” both typically including various 
ages, but not necessarily for the purpose of 
Meitage Ean A 

UF 
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MODULAR ARITHMETIC Jan. 1993 

SN An arithmetic of a finite rather than an 
infinite set of numbers—the —— 
integer (n) selected is known as the 
lus, and the arithmetic is referred to as 
“arithmetic modulo n” —— number 

than n is expressed as the remainder 

left after > division ne n—sometimes 
called “clock arithmetic,” because the clock 
provides an example (e.g., n=12) 

UF Clock Arithmetic 
Finite Arithmetic 


MOLECULAR BIOLOGY Jan. 1993 

SN Science dealing with the structure and func- 
tion of the molecules (e.g., proteins, nucleic 
acids, enzymes) that make up living organ- 
isms 


Motor Oil 
USE LUBRICANTS 
and OIL 


MULTIMEDIA MATERIALS Dec. 1994 
SN Materials, frequently computer applica- 
tions, that combine some or all of text, 
graphics, animation, and video into 

integrated packages 


National Achievement Tests 
USE NATIONAL COMPETENCY TESTS 


NATIONAL CURRICULUM Sep. 1994 

SN Any curriculum adopted by a particular 

country that students of given ages or 

academic levels take in order to advance or 

graduate—may be voluntary or required 

(note: if use the more specific 
term “British National Curriculum”) 


National Tests (of Achievement) 
USE NATIONAL COMPETENCY TESTS 


NATURAL GAS Dec. 1992 

(“Natural Gases” was a former UF of “Fuels”) 

SN A combustible mixture of Aa ee 
gases, usually found in sedimentary rocks 
and in association with petroleum deposits 


NATURAL LANGUAGE PROCESSING § Aug. /994 

SN Human communication with computers 
using natural languages, such as English and 
Japanese, rather than programming lan- 
guages, such as BASIC and PASCAL (note: 
do not confuse with “Computational Lin- 
uistics”"—for other applications, see the 
identifiers “Natural Language” and “Natu- 
ral Languages”) 

UF Natural Language Understanding Systems 


NAVAJO (NATION) Mar. 1994 

SN The largest American Indian tribe—cen- 
tered on the Navajo Reservation in north- 
east Arizona and adjacent areas of New 
Mexico and Utah 


NEGLIGENCE Oct. 1994 
SN Failure to do what a reasonable, careful 
conscientious person is expected to do 


NONMETROPOLITAN AREAS Sep. 1 
SN Saiatis cuss antl of te od o> 
urbs 


ATI (Del Mar94) 
USE NORMALIZATION (DISABILITIES) 


NUMERACY Feb. 1993 
SN Familiarity with the use of numbers, or 
basic competence in mathematics 
UF Mathematical Literacy 
Quantitative Literacy 


OGLALA SIOUX (TRIBE) 

SN American Indian people constituting a sub- 
division of the Lakotas and mainly 
in southwestern South Dakota (includes 
dispersed kin) 


Mar. 1994 


OIL Dec. 1992 

SN - ee pe combustible, water-immis- 
ci iquid composed principally of hydro- 
carbons and obtained fiom the ground (note: 
for “Vegetable Oils” or “Animal Oils,” use 
those Identifiers) 

UF Crude Oil 
Mineral Oil 
Petroleum (Oil) 

~~ , Jan. 1971 
(Scope Note Added) A ian language 
spoken by North American Indians known 
as Chippewas in the U.S. and Ojibwas in 
Canada, and by Ottawas, Algonquins, and 
others (note: use Identifiers for dialects 
“Ottawa,” “Algonquin,” etc.) 


ORAL TRADITION Jul. 1993 

SN Aspects of a society's culture (e.g., history, 
literature, cultural character) that are passed 
by mouth from generation to generation in 
ritual drama, songs, poetry, narratives, 
games, oratory, etc., rather than by written 
accounts 


Panjabi (Del Jul94) 
USE PUNJABI 


Participatory Action Research 
USE ACTION RESEARCH 
and PARTICIPATORY RESEARCH 


PARTNERSHIPS IN EDUCATION Jul. 1993 
SN Collaborative arrangements and endeavors 
between and among schools and other en- 
tities (corporate enterprises, community 
agencies, student/parent/citizen groups, 
colleges, other schools, individuals, etc.) 
designed to share resources, achieve com- 
mon goals, and foster educational achieve- 
ment, ii vement, and reform (note: see 
also the Identifiers “Coalitions” and 
“Teacher Partnerships”) 
Academic Alliances 
Collaboratives (Education) 
Educational ey 
Partners in Education jects 


a Handicaps (Del Mar94) 
USE PERCEPTUAL IMPAIRMENTS 


PERFORMANCE TECHNOLOGY Aug. 1994 

SN Systematic design, analysis, selection, 
implementation, and evaluation of prod- 
ucts and 
activities to influence human and organiza- 
tional performance 

UF Human Performance Technology 


Petroleum (Oil and Gas) 
FUELS 


UF Sern med 
Rock Studies 


PHYSICAL FITNESS TESTS Jun. 1993 
SN Tests designed to measure one or more 
health-related fitness components, such as 
cardiorespiratory ame, body composi- 
tion, muscular and endurance, and 


a back/hamstring flexibility 


POLICY ANALYSIS 

SN Systematic study of the nature, 
cost, impact, effectiveness, implications. 
etc., of existing or alternative policies, 
using the theories and methodologies of 
relevant social science disciplines (note: 


for examples of 


Oct. 1993 


'GONS 

SN Closed plane (two-dimensional) figures 
f the line segments that connect 
three or more points not in a straight line 
(note: see also specific Identifiers, e.g., 
“Triangles,” “Quadrilaterals”) 


PORTFOLIO ASSESSMENT Dec. 1994 
SN Systematic collection of a student's work 
samples, records of observation, test re- 
sults, etc., over a —— of time for the 

of evaluating student growth and 
achievement—used ——. oo 


popu 

to Dec94, “Portfolios (Back grond: Mate 
rials)” " was used, usually with Evalu- 
ation,” to index this concept) 


PRAISE ‘can 
SN Expression of approval or fav: 
ment 


PRENATAL CARE Apr. 1993 
SN Medical, educational, and social services 


oe gnancy 
uF Fetal C “_ 


PRENATAL INFLUENCES 

SN (Scope Note Changed) Factors 
between conception and birth and affecting 
the physical or mental development of an 
individual (note: use the more precise “Pre- 
natal Care” if appropriate) 


PREREFERRAL INTERVENTION Oct. 1993 

SN Activities designed to increase classroom 
teachers’ capacity to instruct and manage 
difficult-to-teach students, thereby reduc- 
ing unnecessary and inappropriate special 
education referrals — often “brokered” by 
one or more staff, such as a special 
educator or sc psychologist 

UF Prereferral Assessment 


Aug. 1968 


or a similar substance to inscribe text, 
illustrations, etc. 

UF Print Media (Materials) 
Printed Text 


PRINTMAKING Oct. 1994 
SN The process of making a picture or design 
from an of an engraved metal 
hihorapic wooden boc k, silkscreen stencil, 
ithographic stone, photographic negative, 
UF Print Making Arts 
PROFESSIONAL DEVELOPMENT 
Nov. 1994 


SN Designated elementary or secondary schools 
s, generally charac- 
district collabora- 


school 

education and 

development, research and experimenta- 
tion, and improvement of teaching and 
— learning (note: see also related 
identifiers such as “Partner Schools,” “Cen- 

~- of Pedagogy,” “Professional Develop- 
ment Centers,” and “Teacher Education 


relevant professional community, or re- 
lated essional organizations (note 

to May93, the identifier “Isolation 
fessional)” was used to index this con- 
cept—see also the current Identifier 
“Teacher Isolation”) 


al pao Instruction (Del Mar94) 
USE PROGRAMMED INSTRUCTION 


a Instructional Materials (Del Mar94) 
USE PROGRAMMED INSTRUCTIONAL 
MATERIALS 


roll Panos (Del Mar94) 

USE PROGRAMMED TUTORING 
voll PROGRAMMER 

USE PROGRAMMERS 


(Del Mar94) 


USE PROGRAMMING 
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He pa pee hee 
USE PROGRAMMING (BROADCAST) 


So et 
USE PROGRAMMING LANGUAGES 


PROPRIETARY SCHOOLS Jul. 1966 

SN (Scope Note Changed) Private schools con- 
ducted for it (note: see also the Iden- 
tifier “Profit Making Schools”) 


PUEBLO (PEOPLE) Jan. 1994 

SN Culturally similar American Indians of the 
southwestern United States and northern 
Mexico who have traditionally lived in 
permanent stone or adobe dwellings in 
compact villa iat ace Zuni, Hopi, 
Tanoan, and 


PUNJABI Jul. 1994 


Nov. 1994 
SN Periods a rest during the schoolday, in 
which children may engage in 
activities 


RECIPROCAL TEACHING Apr. 1993 
SN An instructional technique in which a 
teacher and student, or a tutor and tutee, 
take turns with the role of teaching— 
uently used for improving reading com- 
prehension 


REFERRAL Jul. 1966 

(Moved from “Information Dissemination” hi- 
erarchy) 

SN (Scope Note Changed) Process of referring 
an individual or group to an appropriate 
agency, service, or specialist 

REFLECTIVE TEACHING Nov. 1994 

SN Thinking about and critically analyzing 
one’s own teaching in order to improve 
teaching practice 


RELIEF (ART) Oct. 1994 

SN The projection of carved, molded, or mod- 
eled figures and forms from fixed back- 
grounds, as in sculpture, or such projection 
that is apparent only, as in painting 
RETROSPECTIVE CONVERSION 

(LIBRARY CATALOGS) Aug. 1994 

SN Partial or complete conversion of existing 
manual library files to machine-readable form 





Rhythm eatate 

USE LANGUAGE RHYTHM 

RHYTHM (MUSIC) Oct. 1994 

SN The aspect of music concerned with time, 
comprising such elements as meter, beat, 
accent, measures or bars, and tempo 


RISK MANAGEMENT Sep. 1994 

SN Technique or profession of minimizing and 
preventing loss or harm to a business, 
institution, group, or individual, as through 
safety measures, the use of insurance, etc. 
(note: see also related Identifiers “Risk 
Assessment” and “Risk Reduction”) 


Risk ions 
USE AT RISK PERSONS 


ROLE Jun. 1994 
SN Functions or tasks expected of or per- 
formed by individuals, groups, or things 
(note: use a more specific term if possible) 
UF Functions (Sociology) 
Social Role 


ROMANIAN Nov. 1994 

SN (Note: this Descriptor was returned to its 
original 1969-80 “Ro...” =— 
ferred spelling 1980-94 was “Ru. 

UF Rumanian 


Rumanian (Dei Nov94) 
USE ROMANIAN 


RURAL WOMEN Sep. 1994 
SN Women living in rural areas or having 

strong social or economic ties to rural life 
UF Farm Women 


SADNESS Dec. 1994 
SN Psychological state associated with unhap- 


ee or sorrow 
UF Melancholy 


School Bus Drivers 

USE BUS DRIVERS 

and SCHOOL BUSES 

SCHOOL DISTRICT WEALTH Oct. 1993 

SN Primary measure of a school district's abil- 
ity to pay the costs of education—calcu- 
lated variously by states, etc., based on 
property tax revenues, per student expen- 
ditures, median family income, and other 
indicators 

SCIENCE LIBRARIES Aug. 1994 

SN Libraries, library departments, flbrary 
branches, etc., devoted to one or more 
scientific or technical areas 

UF Science and Technology Libraries 
Technical Libraries 


SCIENCE PROCESS SKILLS May 1994 
SN Broadly transferable intellectual skills, ap- 
—— to all —— a 


] 

basic process skills (e.g., observing, ibe 
ring, measuring communicating, classify- 
ing. ing, using time- relations, 
using numbers) and a process skills 
(e.g., controlling variables, defining opera- 
tionally, formulating hypotheses, inter- 
preting data, experimenting, formulating 
models) (note: see also the tifier "Sci- 
ence A Process Approach" for a curriculum 
espousing the learning and use of these 
skills) 


SCREEN DESIGN (COMPUTERS) Aug. 1994 

SN The arrangement of the elements on a 
computer screen—includes the context, 
amount, and density of information pre- 
sented and the manner of presentation, 
¢.g., capital vs. lower case, interlinear spac- 
ing, line length, row or columnal format, 
etc. (note: prior to Aug94, “Screen For- 
mat” was preferred Identifier for this 
aes 

UF ae | Display Design 
Diople Layout (Computers) 
Sune. Format 


SEARCH INTERMEDIARIES Aug. 1994 

SN Individuals trained in database searching 
who perform online or other searches for 
requesters 


SELECTION TOOLS Nov. 1994 

SN Items used to assist in selection activities, 
e.g., choosing reading materials, acquiring 
merchandise—most commonly refers to 
selection tools used by librarians, including 
such items as bibli ies, reviews, sub- 

lists, and core collection lists 
UF Book Selection Aids 


SELF DESTRUCTIVE BEHAVIOR Aug. 1986 

SN (Scope Note Changed) Acting or tending to 
harm or destroy oneself (note: for self- 
infliction of physical injury, use “Self In- 
jurious Behavior”) 


SELF INJURIOUS BEHAVIOR Oct. 1993 

SN Self-infliction of physical injury, through 
such behaviors as head banging, biting, 
scratching, hair pulling, punching, pinch- 
ing, and gouging—may occur among nor- 
mal populations, but with greater frequency, 
severity, and chronicity among the devel- 
opmentally disabled 

UF Head Banging 


SELF MANAGEMENT Oct. 1993 

SN Deliberate use of learned strategies to main- 
tain or modify one’s own attitudes and 
actions —such strategies include goal set- 
ting, self-monitoring, self-correcting, and 
self-solicitation of feedback 

UF Behavioral Self Management 


Self Mutilation (Del Oct93) 
USE SELF INJURIOUS BEHAVIOR 


SEVERITY (OF DISABILITY) Jun. 1994 
to severe (note: 
nt Severity’ was 

preferred Identifier for this concept) 
UF Impairment Severity 


SICK CHILD CARE Jul. 1993 

SN Day care alternatives for children who are 
ill and already involved in regular day care 
or school programs, including care in iso- 
lated areas of the child's own day care 
center/school, separate sick child care cen- 
ters, family day care homes open to sick 
children, and the child's own home by 
home health personnel or known adults 
(including parents under family leave poli- 
cies or otherwise) 

UF Ill Child Care 


SIOUX (TRIBE) Mar. 1994 

SN An American Indian people mainly of the 
upper Mississippi area and the Great Plains 
(and dispersed kin) (note: use “Dakota” for 
the Sioux language—use the Identifier 
“Siouan Languages” for the broad language 
family to which Dakota belongs) 


Site Based Management (Schools) 
USE SCHOOL BASED MANAGEMENT 


SMALL TOWNS Jul. 1993 
SN Small settlements of both residences and 
businesses, often acting as trade and service 
centers for surrounding rural areas—largely 
urban in character, small towns are gener- 
ally distinguished by such qualities as ready 
access to local political figures and a close- 
knit sense of community, rather than de- 
fined by population size (frequently 
2,500-10,000, but can be 25,000 or higher) 


of Education 
USE EDUCATIONAL SOCIOLOGY 


SOLAR SYSTEM Jan. 1993 

SN The sun and all the celestial bodies that 
revolve around it (including the planets and 
their moons, the asteroids, comets, and 
meteoroids) 


h Handicaps (Del Mar94) 
SE SPEECH IMPAIRMENTS 


SPEECH LANGUAGE PATHOLOGY Jun. 1994 
SN The science and practice of screening, 
assessing, diagnosing, rehabilitating, and 
preventing disorders of speech, language, 
and related communication functions 
UF Speech and Language Pathology 


Speech Pathology (Del Jun94) 
USE SPEECH LANGUAGE PATHOLOGY 


STARS Jan. 1993 

SN Self-luminous celestial bodies of hot gas 

held together by gravity—their energy is 
produced by nuclear-fusion reactions 


STATE REGULATION Jui. 1994 

SN State/provincial government control or 
influence based on legislation 

UF Provincial Regulation 


STRATEGIC PLANNING Feb. 1993 

SN Process of continuous planning for change, 
which assesses an organization’s or 
program's internal and external environ- 
ment, analyzes the implications of rel- 
evant trends, and identifies effective 
strategies for achieving a desired future 
State 

UF Strategic Management 


STUDENT SURVEYS Aug. 1994 

SN Studies in which data are ga from 
students on their attitudes, interests, ac- 
tivities, characteristics, etc. (note: use a a 
minor Descriptor for examples of this kind 
of survey—use as a major Descriptor only 
as the subject of a document) 


Revised December 1994 
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STUDIO ART Oct. 1994 
SN Instruction and study concerned with the 
practice of drawing, painting, sculpture, 
printmaking, and other visual arts 
UF Art Making (Instruction) 
Art Production Curriculum 
Art Studio Courses 


SUSTAINABLE DEVELOPMENT Nov. 1994 

SN Development that meets the needs of the 
present without compromising the ability 
of future generations to meet their own 
needs (i.e., development that nurtures the 
economy and improves the quality of life 
without undermining the natural resources 
and environmental integrity on which they 
depend) (note: see also the Identifier “Sus- 
tainable Agriculture”) 


Taste (Aesthetics) 
USE AESTHETIC VALUES 


TEACHER COMPETENCIES Jun. 1993 

SN Explicit, demonstrable knowledge and skills 
necessary for performing the ~ of teacher 
(note: if possible, use the more precise 
terms “Competency Based Teacher Edu- 
cation” and/or “Teacher Competency 
Testing”) 


TEACHER COMPETENCY TESTING Jun. 1993 
SN Measurement of the ability of teachers or 
would-be teachers to demonstrate specific, 
predetermined, and desirable pedagogical 
techniques or subject-matter knowledge 
UF Teacher Testing (for Competency) 


TECHNOLOGY EDUCATION Feb. 1993 


SN General education programs concerned with 
the study of technology, the use of techni- 
cal means and processes to solve problems, 
and the impact of technology on individu- 
als and society (note: since the mid-1980s, 
“Technology Education” has become the 
preferred name for “Industrial Arts” pro- 


grams) 
UF Industrial Technology Education 
Technological Education 


Tempo (Cognition 
USE CONCEPTUAL TEMPO 


TEMPO (MUSIC) Oct. 1994 
SN The rate of speed at which a musical com- 
position is performed 


THERMAL INSULATION May 1994 

SN Prevention of transfer of heat (by conduc- 
tion, convection, or radiation) from a hot 
area to a cold 

UF Insulation (Heat) 


TOTAL QUALITY MANAGEMENT May 1994 
SN Management approach to long-term suc- 
cess through customer satisfaction (based 
on concepts developed by W. Edwards 
Deming and Joseph M. Juran)—TQM in- 
volves all members of an organization in 
continuously improving processes, prod- 


TRIANGULATION Aug. 1994 

SN A research technique for increasing the 
validity of one’s results by using multiple 
and diverse (at least three) collection meth- 
ods or data sources, e.g., using both qualita- 
tive and quantitative measures or obtaining 
perspectives from several different 
groups—also, occasionally refers to a pro- 
cedure used in surveying and navigation to 
determine distance (note: do not use for 
family triangulation—see the Identifier 
“Family Triangles” for that concept) 


TRIBAL GOVERNMENT Sep. 1994 

SN Includes the modern government(s) of 
American Indian tribes and Canada/Alaska 
native villages, as well as traditional/con- 
temporary political institutions of tribal 
societies in general 


TRIBALLY CONTROLLED EDUCATION 


May 1993 

SN Educational ideologies, phi . theo- 

ries, and practices specified by a ‘native 

tribal government or other forms of native 

sovereignty, as well as educational institu- 

tions managed by such authorities 

Contract Tribal Schools 

Tribal Colleges 

Tribal Schools 


Tupi Guarani 
USE GUARANI 


USER FRIENDLY INTERFACE Sep. 1994 
SN Any connection or link to a computer 
system that is easy to learn and use (note: 
no to Sep94, the Identifier “User Cordial 
terface” was used to index this concept) 


VENDORS Aug. 1994 
SN Organizations or individuals that market 
and sell materials and/or services 


VERBAL ABUSE Sep. 1994 
SN Insulting, intimidating, or excessively criti- 
cal statements (oral or written) 


Visually Handicapped Mobility (Del Mar94) 
USE VISUALLY IMPAIRED MOBILITY 


VOLCANOES Nov. 1994 

SN Vents in the crust of a planet or moon 
through which lava, steam, ash, etc., are 
expelled either continuously or at irregular 
intervals—also, the mountains or hills 
formed by emissions from such vents 

UF Volcanology 


WAIT TIME Feb. ue 

SN The duration of pauses separating utter 
ances in a conversation, ¢.g., the time a 
teacher waits after asking a question and 
after receiving a response (note: use the 
Idewtifiers “Time Lag” for broader con- 
texts and “Time Delay” for response 
prompting and fading with the the disabled —— 
see also the generic Identifier “Waiting”) 

UF Teacher Wait Time 


WEEDING (LIBRARY) Aug. 1994 

SN Practice of discarding or transferring to 
Storage excess copies, rarely used books, 
and materials considered no longer useful in 
the library 


WETLANDS Jan. 1993 
SN Low areas with shallow water or water- 

soaked soils (e.g., freshwater marshes, salt- 

water marshes, swamps, mud flats, bogs) 
UF Bogs 

Fens 

Marshes 

Salt Marshes 

Swamps 


WILDERNESS Sep. 1994 

SN An environmental condition that is char- 
acterized by a naturally developed life com- 
munity undisturbed by human ae often 
featuring remoteness, ruggedness, and some- 
times potential dangers (note: poetr-ror 
with “Outdoor Activities” or “Outdoor 
Education” for experience or education 
relating to wilderness) 


WORKSTATIONS Aug. 1994 

SN Individual work areas equipped for per- 
forming a particular type of task—wusually 
refers to terminals or microcomputers in a 
local area network, or to stand-alone mi- 
crocomputer configurations that may in- 
clude such peripherals as printers and optical/ 
video disk systems 

UF Computer Workstations 
Work Stations (Home or Office) 


ZUNI (TRIBE) 

SN An American Indian 
Mexico (and di in) (note: use the 
Identifiers “Zuni” for the Zuni language 
and “Zuni (Pueblo)” for the Zuni Reserva- 
tion in New Mexico) 


Jan. 1994 
le of western New 
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What Kinds of Documents to Send ERIC 

ERIC would like to be given the opportunity to examine vir- 
tually any document dealing with education or its aspects. 
The ERIC audience is so broad (encompassing teachers, ad- 
ministrators, supervisors, librarians, researchers, media 
specialists, counselors, and every other type of educator, as 
well as students and parents) that it must collect a wide vari- 
ety of documentation in order to satisfy its users. Examples 
of the kinds of education-related materials collected are the 
following: 


Research/Technical Reports 
Program/Project Descriptions 

Opinion Papers, Essays, Position Papers 
Monographs, Treatises 

Speeches and Presentations 

Evaluation Studies 

Feasibility Studies 

State of the Art Studies 

Instructional Materials 

Syllabi 

Teaching Guides 

Resource Guides 

Manuals 

Handbcoks 

Curriculum Materials 

Conference Papers 

Bibliographies 

Legislation and Regulations 

Texts, Questionnaires, Measurement Devices 
Vocabularies, Dictionaries, Glossaries, Thesauri 
Statistical Compilations 

Taxonomies and Classifications 
Dissertations 


ERIC does not accept non-print materials (such as films, 
filmstrips, videotapes, tapes, records, cassettes, etc.). 
However, if such material accompanies a printed text, ERIC 
may process the printed text and refer the user to the accom- 
panying non-print components, as long as a source of availa- 
bility for them can be cited. 


A document does not have to be formally published to be 
entered into the ERIC database. In fact, ERIC seeks out the 
unpublished or ‘‘fugitive’’ material not usually available 
through conventional library channels. 





Selection Criteria Employed by ERIC 


* QUALITY OF CONTENT 

All documents received are evaluated by subject experts 
against the following kinds of quality criteria: contribution to 
knowledge, significance, relevance, newness, innovativeness, 
effectiveness of presentation, thoroughness of reporting, re- 
lation to current priorities, timeliness, authority of source, in- 
tended audience, and comprehensiveness. 
¢ LEGIBILITY AND REPRODUCIBILITY 

Documents may be type-set, typewritten, xeroxed, or ciher- 
wise duplicated. They must be legible and easily readable. 
Letters should be clearly formed and with sufficient contrast 
to the paper background to permit filming. Colored inks and 
colored papers can create serious reproduction problems 
Standard 8'"’x 11"' size pages are preferred. 

Two copies are desired, if possible: one for processing into 
the system and eventual filming, the other for retention and 
possible use by the appropriate Clearinghouse while process- 
ing is going on. However, single copies are acceptable. 


¢ REPRODUCTION RELEASE 

For each document submitted, ERIC requires a formal 
signed Reproduction Release form indicating whether or not 
ERIC may reproduce the document. A copy of the Release 
Form appears as a separate page in each issue of this jour- 
nal. Additional Release Forms may be copied as needed or 
obtained from the ERIC Facility or any ERIC Clearinghouse. 
Items for which releases are not granted, or other non- 
reproducible items, will be considered for announcement only 
if they are noteworthy education documents available from 
a Clearly identified source, and only if this information accom- 
panies the document in some form. 

Items that are accepted, and for which permission to 
reproduce has been granted, will be made available by the 
ERIC Document Reproduction Service (EDRS). 


Advantages of Having a Document in ERIC 
Contributors of documents to ERIC can benefit in the fol- 

lowing ways: 

¢ Announcement—Documents accepted by ERIC are an- 
nounced to some 2,000 organizations receiving the ab- 
stract journal Resources in Education (RIE). 


Publicity—Organizations that wish to sell their own docu- 
ments in original copies can have this availability (together 
with address and price information) announced to users 
in RIE, thus serving to publicize their product. After the 
document is sold out at the original source, it is then still 
available through EDRS, if permission to reproduce has 
been granted to ERIC. (Original copy prices, while the sup- 
ply lasts, are generally less, and are therefore more attrac- 
tive to users, than EDRS on-demand duplication prices). 


Dissemination—Documents accepted by ERIC are 
reproduced on microfiche and distributed (at no cost to 
the contributor) to the more than 800 current subscribers 
to the ERIC microfiche collection. 


Retrievability—The bibliographic descriptions developed 
by ERIC are retrievable by the thousands of subscribers 
to the online database retrieval services (offered by com- 
mercial vendors such as BRS and DIALOG). In addition 
there are thousands of locations offering computer 
searches of ERIC based on either compact disk (CD-ROM) 
systems (offered by DIALOG, and SilverPlatter) or other lo- 
cal computer-based systems. 


Always “in Print”—The presence of a master microfiche 
at EDRS, from which copies can be made on an on-demand 
basis, means that ERIC documents are constantly availa- 
ble and never go “out of print.’’ Persons requesting copies 
from an original source can always be referred to ERIC. 
This archival function relieves the source of a distribution 
burden and solves the availability problem when the 
source's supply has been exhausted. 


in addition, submission of a document to ERIC reduces the 
overall likelihood of overlap, redundancy, and duplication of 
effort among users. It increases the probability that the results 
reported in the document will be available indefinitely and used 
in subsequent efforts. 


To encourage submission of documents to the system, ERIC 
offers to send contributors notice of document disposition, 
giving the ED identification number (for ordering purposes) 
of those documents selected for RIE. Additionally, ERIC will 
send a complimentary microfiche to each contributor when 
the document is announced in ARIE 

There are no fees to pay in submitting documents to ERIC, 
nor does ERIC pay any royalties for material it accepts. Other 
than a statement concerning permission to reproduce, there 


are no forms to complete. 
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Where to Send Documents 

Documents usually enter the ERIC system through one 
of two ways: 

They may be sent to the Clearinghouse most closely 
related to their subject matter. A list of the Clearinghouses 
and their addresses appears on the inside back cover of 
this issue. Material is expedited if it is directed to the at- 
tention of “Acquisitions.” 

If it is uncertain which Clearinghouse is appropriate, 
materials may be sent to the following address: 

ERIC Processing and Reference Facility 
Acquisitions Department 

1301 Piccard Drive, Suite 300 

Rockville, Maryland 20850-4305 

The ERIC Facility will forward all submissions to the ap- 
propriate ERIC Clearinghouse for consideration and, if 
selected, processing. 
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HAVE A COMPUTER? 
LOOK AT ERICTAPES! 


The Educational Resources Information Center 
(ERIC) database is available on magnetic tape in a 
variety of options. Under special authorization from 
the U.S. Department of Education, these tapes are 
offered at unusually low cost to encourage the widest 
possible dissemination. 





The ERIC database provides coverage of the signifi- 
cant literature in the field of educational resources. 
Report literature (announced in Resources in Edu- 
cation (RIE)) is covered from 1966 to date; journal 
article literature (announced in Current Index to 
Journals in Education (CIE)) is covered from 1969. 
Monthly, quarterly, and annual updates are availa- 
ble for both R/JE and CVE, so that the files may be 
kept current. 


The basic files are available in the ERIC Format 
(IBM/OS variable length records). These files in- 
clude the complete resume (document description, 
indexing, and abstract or annotation) of each docu- 
ment or journal article announced, in accession 
number order. A variety of peripheral files, 








including Postings Files (inverted subject and source 
indexes) and the Thesaurus (controlled indexing 
vocabulary) are also available on magnetic tape, and 
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teed. Prices per tape reel start as low as $75. 


NO COMPUTER? 
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For organizations without access to a computer,* 
ERICTOOLS provide manual access to the ERIC 
document collection. ERICTOOLS are a series of 
printed indexes, directories, and cross-reference lists, 
distributed internally to components of the ERIC 
network. The Title Index provides access by docu- 
ment title. The Source Directory provides access to 
all organizational names used in the system, i.e. , cor- 
porate authors and sponsoring agenc.: . Cross- 
reference lists lead the inquirer to the accession num- 
ber (ED number) from: Report Number; Contract 
Number; and Clearinghouse Accession Number. 





ERICTOOLS are available individually and on an- 
nual subscription. Prices start from as low as $20 
for some individual documents. 


* Many of these documents are also valuable tools for computer searchers 
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CJ ERIC Network Working Documents 
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accessible. 


With its toll-free number, 1-800-LET-ERIC, ACCESS ERIC makes it easy for you to 
locate and obtain eaucation information. One call puts you in touch with information 
specialists who can answer questions about ERIC, refer you to subject-specific 
information sources, and provide education-related publications produced by ERIC. 


Sponsored by the U.S. Department of Education, Office of Educational Research and 
Improvement, ERIC helps teachers, librarians, students, parents, researchers, and 
policymakers stay abreast of the most important developments in the education field. 
Through ERIC, you can access information on a wide range of subjects. 


In addition, ACCESS ERIC recently introduced four reference and referral databases to 
guide you through the vast world of education information. These databases are also 
available as print directories. 


w@ ERIC Digests Online--Synthesizes information for you and includes 
more than 470 full-text ERIC Digests (two-page summaries) on current 
topics in education. 


g@ ERIC Information Service Providers--Lists nearly 1,000 agencies, 
such as libraries and information centers, that provide computerized 
searches of the ERIC database, have a sizable collection of ERIC 
microfiche, or subscribe to and collect ERIC hard-copy reference tools. 


w Education-Related Information Centers--Helps you quickly locate 
agencies knowledgeable about your subject needs. Describes more 
than 200 resource centers that cover a broad range of education-related 
topics and provide user services, technical assistance, and information 
dissemination. 


w Education-Related Conferences--Presents nearly 500 international, 
national, State, regional, and local education-related conferences 
covering the entire calendar year. 


And, to help you stay up to date on a broad range of education-related issues, ACCESS 
ERIC offers free subscriptions to The ERIC Review. You can also order copies of A 
Pocket Guide to ERIC and other resources to help you access and use ERIC. 


Gain entry to a world of education literature. For more information, call 
1-800-LET-ERIC, Monday to Friday, 8:30 a.m.-5:30 p.m. (eastern time), or write: 


ACCESS ERIC 
1600 Research Boulevard 
Rockville, MD 20850 





MAJOR VENDORS OF ERIC ONLINE SERVICES 
AND CD-ROM PRODUCTS 


The ERIC database is one of the most widely used bibliographic databases in the world. Users 
from approximately 100 countries perform an estimated half million online or CD-ROM searches a year 
using a variety of available commercial systems (listed below). 


Users wishing to search ERIC online need a computer terminal equipped with a modem that can 
link by telephone with the vendor's system. Those preferring stand-alone CD-ROM systems must have 
a computer equipped with a CD-ROM drive. 


As an alternative to acquiring your own ERIC search capability, the Directory of ERIC information 
Service Providers (available from any ERIC component) lists approximately 1000 organizations that perform 
ERIC searches on demand for users. 





ONLINE VENDORS CD-ROM VENDORS 





CDP Technologies 

(formerly BRS Information Technologies) 

333 Seventh Avenue 

New York, New York 10001 
Toll Free: 800-950-2035 
Telephone: 212-563-3006 
FAX: 212-563-3784 





1301 Piccard Drive, Suite 300 

Rockville, Maryland 20850-4305 
Toll Free: 800-799-3742 
Telephone: 301-258-5500 
FAX: 301-948-3695 





Knight-Ridder Information, inc. 


(formerly DIALOG Information Services) 

2440 El Camino Real 

Mountain View, California 94040 
Toll Free: 800-334-2564 
Telephone: 415-254-7000 
FAX: 415-254-7070 or 8541 


(formerly DIALOG Information Services) 

2440 El Camino Real 

Mountain View, California 94040 
Toll Free: 800-334 2564 
Telephone: 415-254-7000 
FAX: 415-254-7070 or 8541 





Knight-Ridder information AG 


National Information Services Corporation (NISC) 
3100 St. Paul Street 
Wyman Towers, Suite #6 
Baltimore, Maryland 21218 
Telephone: 410-243-0797 
FAX: 410-24443-0982 





OCLC (Online Computer Library Center) 

6565 Frantz Road 

Dublin, Ohio 43017-0702 
Toll Free: 800-848-5878 
Telephone: 614-764-6000 
FAX: 614-764-6096 





Oryx Press 
4041 North Central Avenue at Indian School 
Suite 700 
Phoenix, Arizona 85012-3397 
Toll Free: 800-279-6799 
Telephone: 602-265-2651 
FAX: 800-279-4663; 602-265-6250 








SilverPlatter Information, Inc. 

100 River Ridge Drive 

Norwood, Massachusetts 02062-5026 
Telephone: 617-769-2599 
FAX: 617-769-8763 





*U.S. Government Printing Office: 1995 — 386-794/20004 














ERIC Network Components 


There are currently sixteen (16) ERIC Clearinghouses, each responsible for a major area of the field of 
education. Clearinghouses acquire, select, catalog, abstract, and index the documents announced in 
Resources in Education (RIE). They also prepare interpretive summaries and annotated bibliographies 
dealing with high interest topics and based on the documents analyzed for RIE; these information analysis 
products are also announced in Resources in Education 


ERIC Clearinghouses: 
ADULT, CAREER, AND VOCATIONAL EDUCATION (CE) 
Ohio State University 
Center on Education and Training for Employment 
1900 Kenny Road 
Columbus, Ohio 43210-1090 
Telephone: (614) 292-4353; (800) 848-4815; Fax: (614) 292-1260 


ASSESSMENT AND EVALUATION (TM) 

Catholic University of America 

210 O'Boyle Hall 

Washington, D.C. 20064-4035 

Telephone: (202) 319-5120; (800) 464-3742; Fax: (202) 342-5033 


COMMUNITY COLLEGES (JC) 

University of California at Los Angeles (UCLA) 

3051 Moore Hall 

405 Hilgard Avenue 

Los Angeles, California 90024-1521 

Telephone: (310) 825-3931; (800) 832-8256; Fax: (310) 206-8095 


COUNSELING AND STUDENT SERVICES (CG) 

University of North Carolina at Greensboro 

School of Education 

Greensboro, North Carolina 27412-5001 

Telephone: (910) 334-4114; (800) 414-9769; Fax: (910) 334-4116 


DISABILITIES AND GIFTED EDUCATION (EC) 

Council for Exceptional Children (CEC) 

1920 Association Drive 

Reston, Virginia 22091-1589 

Telephone: (703) 264-9474; (800) 328-0272; Fax: (703) 264-9494 


EDUCATIONAL MANAGEMENT (EA) 

University of Oregon 

1787 Agate Street 

Eugene, Oregon 97403-5207 

Telephone: (503) 346-5043; (800) 438-8841; Fax: (503) 346-2334 


ELEMENTARY AND EARLY CHILDHOOD EDUCATION (PS) 
University of lilinois 

805 West Pennsylvania Avenue 

Urbana, Illinois 61801-4897 

Telephone: (217) 333-1386; (800) 583-4135; Fax: (217) 333-3767 


HIGHER EDUCATION (HE) 

George Washington University 

One Dupont Circle, N.W., Suite 630 

Washington, D.C. 20036-1183 

Telephone: (202) 296-2597: (800) 773-3742; Fax: (202) 296-8379 


INFORMATION AND TECHNOLOGY (IR) 

Syracuse University 

Center for Science and Technology 

4th Floor, Room 194 

Syracuse, New York 13244-4100 

Telephone: (315) 443-3640; (800) 464-9107; Fax: (315) 443-5448 


LANGUAGES AND LINGUISTICS (FL) 

Center for Applied Linguistics (CAL) 

1118 22nd Street, N.W 

Washington, D.C. 20037-0037 

Telephone: (202) 429-9292; (800) 276-9834; Fax: (202) 659-5641 


READING, ENGLISH, AND COMMUNICATION (CS) 

Indiana University 

Smith Research Center, Suite 150 

2805 East 10th Street 

Bloomington, indiana 47408-2698 

Telephone: (812) 855-5847; (800) 759-4723; Fax: (812) 855-4220 


RURAL EDUCATION AND SMALL SCHOOLS (RC) 

Appalachia Educational Laboratory (AEL) 

1031 Quarrier Street 

P.O. Box 1348 

Charleston, West Virginia 25325-1348 

Telephone: (304) 347-0465; (800) 624-9120; Fax: (304) 347-0487 


SCIENCE, MATHEMATICS, AND ENVIRONMENTAL 
EDUCATION (SE) 

Ohio State University 

1929 Kenny Road 

Columbus, Ohio 43210-1015 

Telephone: (614) 292-6717; Fax: (614) 292-0263 


SOCIAL STUDIES/SOCIAL SCIENCE EDUCATION (SO) 
indiana University 

Social Studies Development Center 

2805 East 10th Street, Suite 120 

Bloomington, Indiana 47408-2698 

Telephone: (812) 855-3838; (800) 266-3815; Fax: (812) 855-0455 


TEACHING AND TEACHER EDUCATION (SP) 

American Association of Colleges for Teacher Education (AACTE) 
One Dupont Circle, N.W., Suite 610 

Washington, D.C. 20036-1186 

Telephone: (202) 293-2450; (800) 822-9229; Fax: (202) 457-8095 


URBAN EDUCATION (UD) 

Columbia University 

Teachers College 

Institute for Urban and Minority Education 

Main Hall, Room 300, Box 40 

525 West 120th Street 

New York, New York 10027-9998 

Telephone: (212) 678-3433; (800) 601-4868; Fax: (212) 678-4048 





Sponsor: 


EDUCATIONAL RESOURCES INFORMATION CENTER 
Office of Educational Research and improvement (OER!) 
U.S. Department of Education 

Washington, D.C. 20208-5720 

Telephone: (202) 219-2289; Fax: (202) 219-1817 


Centralized Database Management: 


ERIC PROCESSING & REFERENCE FACILITY 

1301 Piccard Drive, Suite 300 

Rockville, Maryland 20850-4305 

Telephone: (301) 258-5500; Fax: (301) 948-3695 
(800) 799-ERIC (3742) 


Revised June 1994 


Document Delivery: 


ERIC DOCUMENT REPRODUCTION SERVICE (EDRS) 
7420 Fullerton Road, Suite 110 
Springfield, Virginia 22153-2852 
Telephone: (800) 443-ERIC (3742); (703) 440-1400 
Fax: (703) 440-1408 


Commercial Publishing: 


ORYX PRESS 

4041 North Central Avenue at Indian School, Suite 700 
Phoenix, Arizona 85012-3397 

Telephone: (602) 265-2651; (800) 279-6799; Fax: (602) 265-6250 


Outreach: 


ACCESS ERIC 

1600 Research Boulevard 

Rockville, Maryland 20850-3172 

(301) 251-5506; (800) 538-3742; Fax: (301) 251-5767 
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